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PREFACE 

This  is  a  list  of  plants  officially  approved  by  the  Agricultviral  Marketing  Service 
to  receive  inspection  or  grading  services  for  poultry  or  eggs. 

Part  I  includes  poultry  slaughter,  eviscerating,  and  further  processing  plants, 
organized  by  States.  Listings  for  each  State  are  under  these  headings: 

PPIA  --  plants  operating  under  the  mandatory  Poultry  Products  Inspection 
Act.  (Those  marked  by  an  asterisk  (*)  after  the  plant  number  are  of- 
ficially approved  plants  subject  to  the  Poultry  Pix>ducts  Inspection  Act 
but  currently  exempted  from  only  continuous  inspection  until  authorized 
staffing  vith  inspectors  can  be  con^Jleted. ) 

VOLUNTARY  --  plants  ccmplying  with  all  the  req,uir«iients  of  the  Poultry 
Products  Inspection  Act  and  which  though  exempted  from  continuous  in- 
spection requirement  are  receiving  continuous  inspection  imder  the 
voluntary  inspection  program  authorized  by  the  Agricultural  Marketing 
Act  of  19^6,  as  amended. 

EXEMPTED  —  plants  ccai^Jlying  with  all  the  requirements  of  the  mandatory 
Poultry  Products  Inspection  Act  but  which  are  exenipted  fron  continuous 
inspection. 

The  type  of  service  each  plant  receives  is  indicated  by  code  number  as  follows: 

1  —  Eviscerating 

2  —  Canning 

3  —  Packaging 

5  —  Slaughtering 

Plants  also  using  the  poultry  grading  service  are  indicated  by  "l"  under  the  column 
headed  "Grading".  Where  there  is  no  grading  service,  the  space  is  blank. 

Part  II  is  a  list  of  officially  approved  plants,  arranged  by  states,  receiving  vol- 
untary grading  and  inspection  services  on  shell  eggs  and  egg  products  under  authority 
contained  in  the  Agricultural  Marketing  Act  of  19^6,  as  amended.  Shell  egg  grading 
service  is  indicated  by  "SEG"  and  egg  products  inspection  is  indicated  by  "EPI". 

Part  III  consists  of  an  organization  directory  of  the  inspection  and  grading  branches 
of  the  Poultry  Division,  Agricultural  Marketing  Service. 
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LIST  OF  PLAMB  OPEMTING  UNDER  THE  POULTRY  AND  POULTRY  PRODUCTS  INSPECTION 

AND  GRADING  PRGGRAI-IS 


POULTRY  SLAUGHTERING,  EVISCERATING,  AND  FURTHER  PROCESSING  PLANTS 
OPERATING  UNDER  INSPECTION  AND  GRADING  PROGRAMS 


APPROVED 
PLANT  NO. 

NAME  OF  FIRM 

LOCATION 

raSPECTiON 

GRADING 

ALAmm 

PPIA 

kk 

Armour  and  Company 

Prattville 

1 

192 

City  Produce  Co.,  Inc. 

Guntersville 

1 

22Y 

Sweet  Sue  Poultry  Co.,  Inc. 

Athens 

1 

1 

323 

Smith's  Pride,  Inc. 

Trussvi.lle 

1 

1 

3in 

Golden-Rod  Broilers 

Cullman 

1 

1 

U13 

Gold  Kist  Poiatry  Growers 

Boaz 

1 

1 

kto 

C.  F.  Clegg,  Inc. 

Heflln 

1 

1 

559 

Colonial  Poultry  Co.  of 
Alabama,  Inc . 

Albertville 

1 

1 

1233 

M&s8engale  Poultry  Co. 

Greensboro 

1 

1235 

Farro  InduBtrleR  Div.  of  the 
QueJcer  Oats  Co. 

Decatur 

1 

1 

193^ 

Swift  and  Company 

Ashland 

1 

1307 

Marshall  Durbin  &  Co.,  Inc. 

Jasper 

1 

1 

1308 

Marshall  Durbin  &  Co. ,  Inc. 

PriGhard 

1 

I 

13.IY 

North  Alabama  Poiiltry  Coop. , 
Inc. 

Albertville 

1 

1 

1319 

Poultry  Products  Co.,  Inc. 

Union  Springs 

1 

lii-50 

W.  N.  Jumper  Poultry 

Siilligent 

1 

1550 

Howard  Turkey  Farm 

Phenix  City 

1 

158 
292 


VOLUNTARY 
Southern  Frigid-Dough,  Inc.      Florence 
Smith's  Pride,  Inc.  Birmingham 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTIOT  GRADING 


ARIZONA 


ARKANSAS 

PPIA 

20 

Ocoma  Foods  Company- 

Berryville 

1 

1 

27 

Lane  Poultry  Farms 

Grannis 

1 

1 

72 

Fox  DeLuxe  Foods,  Inc. 

Dardanelle 

1 

1 

112 

Fi^az  Food  Products  of 
Green  Forest,  Inc. 

Green  Forest 

1 

1 

121 

Clinton  PoiiLtry  &  Egg  Co.,  Inc. 

Clinton 

1 

1 

138 

Campbell  Soup  CcMirpany 

Fayetteville 

1 

160 

Edward  Aaron  Corporation 

Rogers 

1 

1 

165 

0.  K.  Processors,  Inc. 

Fort  Smith 

1 

1 

172 

Arkansas  Poultry  Coop.,  Inc. 

Bentonville 

1 

1 

208 

Springdale  Farms 

Springdal  e 

1 

1 

315 

Valley  Poultry  Ccmipany 

Russell ville 

1 

1 

350 

J-M  Poultry  Packing  Co.,  Inc. 

El  Dorado 

1 

1 

383 

J.  K.  Southerland,  Inc. 

Batesville 

1 

1 

k6d 

Arkansas  Poxiltry  Co.,  Inc. 

Batesville 

1 

1 

k3l 

Tyson's  Poultry,  Inc. 

Springdale 

1 

1 

511 

Harold  Doolgen,  Inc. 

Ozark 

1 

550 

Seymour  Foods,  Inc. 

Decatur 

1 

1 

666 

Plus  Poultry,  Inc.,  of 

Siloam  Springs 

1 

1 

N.  W.  Arkansas 


705 


Mountaire  Farms,  Inc.  Sub.  of     DeQueen 
Maplecrest  Farms,  Inc. 


APPROVED 

PIANT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

ARKANSAS- 

Continued 

PPIA 

846 

Prlebe  and  Sons,  Inc. 

ClarksviHe 

1 

1 

898 

Orsbum  &  Son  Company 

Charleston 

1 

1 

1009 

Joe  Ray  Poultry,  Inc. 

Danville 

1 

1 

1267 

Wilson  and  Ccxopany,  Inc. 

Sprlngdal  e 

1 

1 

1359 

Owen's  Poultry  &  Egg  Ccarrpany 

Pine  Bluff 

1 

1 

■ 

VOLUNTARY 

72 

Fox  DeLuxe  Foods,  Inc. 

Dardanelle 

2 

138 

CaBa>bell  Soup  Company 

Fayetteville 

2 

172 

Arkansas  Poultry  Coop.,  Inc. 

Bentonville 

2 

202 

H.  F.  Pelphrey  &  Son  and/or 

Rogers 

1 

Pel-Freez  Rabbit  Meat  Co. 


553 


Cross  Town  Produce  Co.,  Inc. 


Springdale 


EXEMPT 

1376 

Ifoore  Locker  Plant 

Van  Buren 

3 

1552 

Ozark  Mountain  Smoke  House 

Fayetteville 

2 

.  k  . 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATIOf 


INSPECnO?  GRADING 


CALIFORNIA 

k2 

117 
litO 

15Y 
181 

186 
207 
209 
210 

220 


224 
225 
235 

257 

266 

283 
312 

682 
707 


PPIA 

Turkey  Growers  Coop,  of 
Northern  California 

Southern  California  Poultry  Co. 

Swift  and  Company 

Armour  Creameries 

California  Poultry  Co.  of 
San  Francisco 

F.  K.  Floden  &  Canpany 

Riverside  Poultry  Co.,  Inc. 

Jess  Ranch 

Christoffersen  Poultry,  Egg 
and  Feed  Market 

Western  Turkey  Packing  Co. 

Turkey  Growers  Coop,  of 
Central  California 

Oakdale  Poultry  Co, 

Setn  Diego  Coop.  Poultry  Assn. 

Marvin  R.  Paige  Co.,  Inc. 

Floden-Button  Ccxapany 

Antelope  Valley  Turkey  Growers 
Assn. 

Huntsinger  Turkey  Ranches,  Inc. 

Swift  &  Co.  Dairy  &  Poultry  Plant 

Armour  Creameries 

Shennan  Poultry  Industries 

San  Joaquin  Valley  Turkey 
Growers  Assn. 


Sacramento 


Los  Angeles 

1 

Fresno 

1 

Turlock 

1 

San  Francisco 

1 

Dinuba 

1 

Riversids 

1 

Victorville 

1 

Turlock 

1 

Fresno 

1 

Seljna 

1 

Oakdale 

1 

Escondido 

1 

Moorpsurk 

1 

Modesto 

1 

Lancaster 

1 

Saugus 

1 

Fresno 

1 

Atascadero 

1 

Gardena 

1 

Modesto 

1 

-  5 


APPROVED 
PIANT  NO. 


NAME  OF  JTRM 


LOCATION 


INSPECTION  GRADING 


CALIFORNIA-Continued 


(13 

736 

915 

923 

930 

99b 

1023 

1265 

1337 


PPIA 
Verda  Po\iltry  Co. 
California  Turkey  Processors 
Western  Turkey  Packing  Co.  Inc. 
International  Poultry  Co. 
California  Poultry,  Inc. 
Reif  85  Brody,  Inc. 
American  Poultry  Co. 
Mowrer  Farms  Processing,  Inc. 
Cal-Best  Poultry,  Inc. 


Sun  Valley 

1 

1 

Merced 

1 

Dinuba 

1 

Los  Angeles 

1 

1 

Fulton 

1 

1 

Petaluma 

1 

1 

San  Francisco 

1 

1 

Turlock 

1 

1 

Fresno 

1 

1 

5 
35 

60 

117 
129 
133 

ll<0 

156 
157 
163 


VOLUNTARY 
Campbell  Soup  Company 
Bernard  Food  Industries,  Inc. 
Feeum  Foods  Inc. 
Southern  California  Poultry  Co. 
Gerber  Products  Co. 
Canrpbell  Soup  Company 
Swift  and  CcMirpany 
Beech -Nut  Life  Savers,  Inc. 
Armour  Creameries 
Turek  &  Meek  Frozen  Food  Co. 


Sacramento 

2 

San  Jose 

2 

Los  Angeles 

2 

Los  Angeles 

2 

Oakland 

2 

Modesto 

2 

Fresno 

2 

San  Jose 

2 

Turlock 

2 

Burlingame 

2 

-  6 


APPROVED 

PLANT  NO, 

NAME  OF  FIRM 

LOCATION     INSP 

E^ 

GALIFOR?rnA- 

-Continued 

VOLUNTARY 

181 

Califomia  Poultry  Co.  of 
San  Francisco 

San  Francisco 

2 

203 

Leo's  Quality  Foods 

Los  Angeles 

2 

210 

Christoffersen  Poultry,  Egg 
and  Feed  Market 

Turlock 

2 

220 

Western  Turkey  Packing  Co. 

Fresno 

2 

228 

Oriental  Foods,  Inc. 

Bell  Gardens 

2 

2iK) 

Spice  Islands  Conqpany 

So.  San  Francisco 

2 

262 

Fradelis  Frozen  Food  Corp. 

Los  Angeles 

2 

281 

Andersen  Foods,  Div.  of  Heublein 

Menlo  Park 

2 

39^^ 

Bright  Foods,  Inc. 

Turlock 

2 

itTO 

Louis  Milani  Foods,  Inc. 

Los  Angeles 

2 

512 

Carnation  Co.  (Frozen  Foods  Div.) 

Torr  since 

2 

70? 

San  Joaquin  Valley  Turkey 
Growers  Assn. 

Modesto 

2 

962 

O'Brien,  Spotomo,  Mitchell 

San  Francisco 

2 

1023 

Americfiui  Poviltry  Co. 

San  Francisco 

2 

li^53 

Bar-B-Queen  Corporation 

Los  Angeles 

2 

EXEMPT 


78 
108 

13J'^2 

1391^ 
iMio 


Chicken  Products  Co. 
Chun -Wong,  Inc. 
Riviera  Foods 
Wm.  J.  Stange  Co. 
IXL  Food  Con5>any 


San  Gabriel 

2 

Compton 

2 

Oakland 

2 

Oakland 

2 

San  Leandro 

2 

-  7 


APPROVED 

PIAHT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

COLORADO 

PPIA 

f>?l 

Barber's  Poultry,  Inc. 

Broomfield 

1 

1 

2lH 

Gisi  PaxwLuce  ConrpaQy 

Yuma 

1 

5^9 

Holbrook  Turkey  Growers 

Cheraw 

1 

1 

552 


Cooperative  Assn. 
Longmont  Turkey  Processors,  Inc.   Longmont 


605 


VOLUNTARY 
J.  A.  Sharoff  and  Co. 


Denver 


986 
1539 


Loveland  Poultry  Co. 
High  Valley  Farm 


EXEMPT 


Loveland        3 
Colorado  Springs  2 


CCMNEOTICUT 

PPIA 

355 

Idle  Wild  Farm 

Pomfret  Center 

1 

1 

^37 

Ledge  Hill  Farms  Inc. 

Brooklyn 

1 

1 

65k 

Hartford  Poxiltry,  Inc. 

Hartford 

1 

665 

P.  C.  C.  Inc. 

Jewett  City 

1 

885 

Rose  Maid  Poultry  Inc. 

Danielson 

1 

1 

936 

Eastern  Dressed  Poultry  Co. 

Willimantic 

1 

1 

-  8  - 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


C(»INEC?riCUT-Continued 


VOLUNTARY 


355 


Idle  Wild  Farm 


Pomfret  Center 


-: 

EXEMPT 

llfT 

The  Nestle  C(anpany,  Inc. 

New  Milford 

2 

909 

White  Pine  Chicken  Products 

West  Haven 

2 

PPIA 

2 

Richardson  and  Robbins  Co. 

Dover 

1 

3 

Townsend's,  Inc. 

Millsboro 

1 

1 

8? 

Swift  and  Company 

Georgetown 

1 

1 

564 

Swift  &  Con5)any 

Felton 

1 

bSj 

H  &s  H  Poultry  Co.,  Inc. 

Selbyville 

1 

1 

935 

Paramount  Poultry,  Inc. 

Harbeson 

1 

1270 

Matthews  Poultry,  Inc. 

Laurel 

1 

1318 

Burris  Processing  Co. 

Milford 

1 

1 

1332     ■' 

Millsboro  Poultry  Co-Operative 
Assn.,  Inc. 

Millsboro 

1 

1382 

Del -Mar  Farms,  Inc. 

Millville 

1 

1403 

Milton  Poultry  Co.,  Inc. 

Milton 

1 

1 

APPROVED 
PIANT  NO. 


NkME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


DEIAWARE-Contlnued 


2 
22 
bk 


VOLUNTARY 
Richardson  and  Robbins  Go. 
Libby,  McNeill  and  Libby 
Gioia  Specialty  Foods,  Inc. 


Dover 

2 

Houston 

2 

Odessa 

2 

303 
309 


King  Cut  Poultry  Co. 
Ace  Poultry  Co.  Inc. 


EXEMPT 


Wilmington 
Wilmington 


DISTRICT  OF  COLUMBIA 


PPIA 

1J4.11  * 

Manassas  Poultry  Co. 

Washington 

1 

1418  * 

J.  W.  Beasley,  Jr. 

Washington 

1 

lif23 

Combined  Congregations  of 
Washington,  D.  C. 

Washington 

5 

VOLUNTARY 


1533 


Kut  Meats  Company 


Washington 


10 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


DISTRICT  OF  COLUMBIA-Continued 


lf92 

562 

610 

614 

678 

1075 

1230 

1336 

13^6 

ltoi<- 

iiH3 


EXEMPT 
Metropolitan  Poultry  Co.,  Inc. 
Ehrlich  Poultry  Co.,  Inc. 
Morris  Bressler  and  Co.,  Inc. 
Dairyland  Foods,  Inc. 
Furr  Bros.  Poultry  Co.  Inc. 
Kolker  Poultry  Co.,  Inc. 
Hot  Shoppes,  Inc. 
I.  Feldraan  &  Co.,  Inc. 
Hartman  Bros.,  Inc. 
Sun  Valley  Products,  Inc. 
National  City  Dairy  Co. 


Washington 

3 

Washington 

3 

Washington 

3 

Washington 

3 

Washington 

3 

Washington 

3 

Washington 

2 

Washington 

3 

Washington 

3 

Washington 

3 

Washington 

3 

FLORIDA 

i^38 

Double  "D"  Ranch 

904   . 

Henry  Koerber,  Inc. 

1310 

Marston's  Turkeyland 

1530 

Dinsmore  Duck  Farm. 

PPIA 


Ocala  1 

DeFuniak  Springs  1 

Zephyrhills  1 

Dinsmore  1 


1430 


VOLUNTARY 
Howard  Johnson  Inc.  of  Florida 


Miami 


11 


APPROVED 

PLANT  NO. 

NAME  OF  FIRM 

LOCATION     INSPECTION 

GRADING 

GIORGIA 

PPIA 

32 

Mar-Jac  Poultry  Co. 

Gainesville 

1 

1 

kl 

J.  D.  Jewell,  Inc. 

Gainesville 

1 

177 

Georgia  Broilers,  Inc. 

Gainesville 

1 

1 

2k3 

Wilson  and  Co.,  Inc. 

Gumming 

1 

1 

311 

Swift  &  Company 

Gainesville 

1 

395 

Royal  Poultry  Co.  of  Camilla, 

Inc.  Csunilla 

1 

kk6 

Southern  Poultry  Co.,  Inc. 

Monroe 

1 

1 

i^51 

Tennessee  Egg  Co. 

Atlanta 

1 

1 

kj2 

Valley  Industries,  Inc. 

Pine  Mt.  Valley 

1 

1 

k7b 

Skinner  Poultry  Co. 

Carrollton 

1 

^77 

Dent  Poxiltry  Co. 

Buena  Vista 

1 

1 

498 

Poxiltry  Enterprises,  Inc. 

Gainesville 

1 

1 

580 

Stmnyland  Poultry  Co. 

Thcanasville 

1 

855 

Athens  Poultry,  Inc. 

Athens 

1 

1 

868 

eagle's  Inc. 

Atlanta 

1 

1 

902 

Piedmont  Poultry  Exchange 

Gainesville 

1 

910 

Hsirrison  Poultry,  Inc. 

Bethlehem 

1 

1232 

Goode  Bros.  Poxatry  Co.,  Inc. 

College  Park 

1 

12M^ 

Commerce  Poultry,  Inc. 

Commerce 

1 

121*6 

Gold  Kist  Poultry  Growers 

Canton 

1 

1 

12U8 

Etowah  Poultry  Co.,  Inc. 

Canton 

1 

1250 

Colonial  Poultry  Co.  of 
Cornelia,  Inc. 

Cornelia 

1 

-  12 


APPROVED 

PLANT 

NO. 
[A-ContJ 

NAME  OF  l-'iKM 

LOCATI(»I 

INSPECTION 

GRADING 

GEORG] 

Lnued 

PPIA 

1252 

Gainesville  Fryer,  Inc. 

Gednesville 

1 

1257 

'' 

Marell  Farms,  Inc. 

Gainesville 

1 

1272 

Swift  &  Company 

Douglas 

1 

1277 

Colonial  Poviltry  Co.,  Inc. 

Athens 

1 

1279 

Dal ton  Poultry  Co. 

Dalton 

1 

1 

1284 

Cherokee  Poultry  Co.,  Inc. 

Canton 

1 

1302 

Lewis  Farms,  Inc. 

Brunswick 

1 

1377 

Claxton  Poultry  Co.,  Inc. 

Claxton 

1 

1460 

Tip  Top  Poultry,  Inc. 

Marietta 

1 

VOLUNTARY 

^7 

J.  D.  Jewell,  Inc. 

Gainesville 

2 

480 

Quik  Serv,  Inc. 

Canton 

2 

580 

Sunny land  Poultry  Co. 

Thomasville 

2 

8b8 

Cagle's  Inc.     * 

Atlanta 

2 

EXEM»T 

1371 

Mask  &  Gay  Food  Products  Co. 

Brooks 

2 

1424 

Castleberry's  Food  Co. 

Augusta 

2 

-  13  - 


APPROVED 

PIANT  NO. 

NAME  OF  FIRM 

LOGATI(»I 

INSPECTION 

GRADING 

IDAHO 

PPIA 

2(3 

Bertie's  Poviltry  Farms,  Inc. 

Twin  Falls 

1 

1 

1067 

Stone  Poultry  Co. 

Nampa 

1 

1 

1255 

Swift  &  Ccaapany 

Caldwell 

1 

IIxLINOIS 

PPIA 

19 

Polo  Produce  Company 

Chicago 

1 

80 

Davis-Cleaver  Produce  Co. 

Quincy 

1 

81 

Camp  Creek  Duck  Farms 

Monti cello 

1 

151 

Butzow  Turkey  Ranch 

St.  Joseph 

1 

212 

Rock  Island  Produce  Co. 

Rock  Island 

1 

2/5 

Hager  Poultry 

Altona 

1 

352 

Armour  Creameries 

Lincoln 

1 

U09 

White  Feather  Farms,  Inc. 

Dundee 

1 

k(k 

Floyd  Fuhr  Turkey  Farm 

Illinois  City 

1 

728 

Weber  Duck  Farm 

Lake  Villa 

1 

Y62 

A.  F.  Murmann  &  Co. 

Rockford 

1 

815 

Loda  Poultry  Co. 

Loda 

1 

880 

Murray  Poultry  Processing  Co. 

Chicago 

1 

1024 

Feldstein  Produce  Co. 

Chicago 

1 

1117 

Kralis  Poultry  Co.  Inc. 

Olney 

5 

1220 

Sinn  Bros.  Turkey  Farm 

Treraont 

1 

- 11^ 


APPROVED 

PIANT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

TT.T.TNOTR- 

Continued 

PPIA 

1269 

Rosebud  Farm 

Chicago 

1 

133i^ 

Illinois  Poultry  Products,  Inc. 

Athens 

1 

I 

1519 

Westview  Poultry  Farm 

E.  Carondelet 

1 

1523  . 

Central  Illinois  Poultry  Cor^). 

Havana 

1 

11 

12 
19 
57 
66 

80 

101 
U9 
212 
232 
265 
2jk 
14-27 
11-32 
751 
769 


VOLUNTARY 
Campbell  Soup  Company 
College  Inn  Food  Products  Coip. 
Polo  Produce  Comj)any 
Mah  Chena  Corporation 
Feam  Foods  Inc. 
Davis-Cleaver  Produce  Co. 
Chicago  Refining  Corporation 
The  Great  China  Food  Products  Co. 
Rock  Island  Produce  Co. 
Libby,  McNeill  and  Libby 
Wyler  &  Company 

Dennis  Chicken  Products  Co.  Inc. 
Land  O'Frost  Inc. 
Louis  Milani  Foods,  Inc. 
Min  Sun  Trading  Co. 
Kassel  and  Huchberger,  Inc. 


Chicago 

2 

Chicago 

2 

Chicago 

2 

Chicago 

2 

Franklin  Park 

2 

Quincy 

2 

Chicago 

2 

Chieago 

2 

Rock  Island 

2 

Chicago 

2 

Chicago 

2 

Augusta 

2 

Chicago 

2 

Chicago 

2 

Chicago 

2 

Chicago 

-  15  - 


APPROVED 

PIANT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION  GRADING 

ILLINOIS- 

Continued 

VOLUNTARY 

880 

Murray  Poxiltry  Processing  Co. 

Chicago 

2 

1251 

Continental  Coffee  Co. 

Chicago 

2 

1290 

Thor-Shackel  Mantifacturing  Co. 

Chicago 

2 

1301 

H.  L.  Brown  8s  Son,  Inc. 

Chicago 

2 

1355 

Marshall  Field  &  Co. 

Chicago 

2 

137»^ 

Private  Brands,  Inc. 

Chicago 

2 

1J*58 

Cffflfimunity  Service  Liquors  Co. 

Trfike  For@st 

2 

and  North  Shore  Catering  Co. 
and  Gounnet  Comer  Frozen 
Foods  Co.   Sub.   of  Conmtunity 
Service  Liquors  Co. 


EXEMPi' 

169 

Suter's  Poods  Inc. 

Sycamore 

2 

389 

Dallas  City  Packing  Co. 

Dallas  City 

2 

kl7 

B.  Heller  &  Co. 

Chicago 

2 

671 

Brooks  Foods,  Inc. 

Collinsville 

2 

1278 

CustCHn  Food  Products,  Inc. 

Chicago 

2 

1298 

Universal  Foods  Corp. 

Chicago 

2 

1358 

Maxlotte  Corporation 

Chicago 

2 

1370 

Vienna  Sausage  Mfg.  Co. 

Chicago 

2 

1393 

Wm.  J.  Stange  Co. 

Chicago 

2 

1510 

Vico  Products  Company 

Chicago 

2 

1532 

F.  &  P.  Products,  Inc. 

Dundee 

2 

16  - 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTIMf  GRADING 


INDIANA 

17 
63 

166 

185 
284 
300 
3^0 
51h 
521 
688 
776 
8l6 
1019 

1020 

1031 
1036 

12i4-l 

1^6 

1329 
1365 


PPIA 
Vines  Poxiltry  Farms 
Dearmin  and  Co.,  Inc. 
The  Wadley  Ccmpany 
Salem  Poultry  Co. 
V.  C,  Graber  Produce,  Inc. 
Maple  Leaf  Duck  Farm 
Nickell  Duck  Farm 
Pine  Manor  Inc. 
Land  0' Goshen,  Inc. 
Russell  Pickett  &  Sons 
Sherman  White  &  Co. 
Kralis  Brothers  Poultry  Co.,  Inc. 
Kralis  Brothers  Poultry  Co.,  Inc. 
Nellans  Poultry  Co. 
Swift  and  Canpany 
Thcarpson  Poultry  Co.,  Inc. 
The  Whiteley  Poultry  Co.,  Inc. 
Glenn  L.  Jones  Turkey  Farm 
Mid-State  Poultry  &  Egg  Co. 
Great  Lakes  Duck  Farm 


Osgood 

1 

1 

Odon 

1 

1 

Terre  Haute 

1 

1 

Seaem 

1 

Berne 

1 

Milford 

1 

1 

La  Porte 

1 

Goshen 

1 

1 

New  Paris 

1 

Sheridan 

1 

1 

Fort  Wayne 

1 

1 

Gary 

1 

Warsaw 

1 

Mentone 

1 

Jasper 

1 

Indianapolis 

1 

1 

Corydon 

1 

North  Vernon 

1 

Indianapolis 

1 

La  Porte 

1 

17 


PIANT  NO. 

NAME  OF  FIRM 

LOCATION     INSPECTION  GRADING 

INDIANA -Continued 

VOLUNTARY 

123 

John  Sexton  and  Co. 

Indianapolis     2 

125 

Williams,  West  and  Witt's 
Products  Company 

Gary            2 

lk2f 

C.  E.  Grant  &  Son,  Inc. 

Indianapolis     2 

1469 

Morgan  Packing  Co.,  Inc. 

Austin          2 

EXEMPT 


llI<-2 


Wsucle's  Ranch 


Goshen 


IOWA 


PPIA 

31 

Priebe  and  Sons  Inc. 

Perry 

1 

1 

83 

Maplecrest  Turkey  Farms 

Kalona 

1 

1 

92 

Bremer  Packing  Co. 

Waverly 

1 

1 

96 

Independence  Produce  Co. 

Independence 

1 

1 

132 

Com  Blossom  Foods,  Inc. 

Independence 

1 

1 

llj-3 

Priebe  &  Sons,  Inc. 

Sibley 

1 

1 

152 

Ocoma  Foods  Ccsnpany 

Carroll 

1 

1 

285 

Swift  and  Ccrapany 

Sioux  City 

1 

1 

18 


APPROVilU 

PIANT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTKH 

GRADING 

ICWA-Continued 

PPIA. 

3Ph 

Wilson  and  Co.  Inc. 

Eagle  Grove 

1 

1 

338 

Tri  State  Produce  Co. 

Sioux  City 

1 

1 

339 

Oskaloosa  Produce  Co. 

Oskaloosa 

1 

1 

407 

P.  G.  Gray- 

Estherville 

1 

1 

421 

Swift  and  Ccanpany 

Keokuk 

1 

4-50 

Selby  Produce  Co. 

Burlington 

1 

1 

530 

Bucheit  Produce 

Caliuar 

1 

1 

703 

Rock  Island  Produce  Co. 

West  Liberty 

1 

1 

714 

Central  Coop.  Turkey  Producers 

El  1  sworth 

1 

1 

740 

Vinton  Produce  Co. 

Vinton 

1 

1 

757 

Vilas  and  CcMipany 

Storm  Lake 

1 

1 

785 

Groth  Packing  Co. 

Postville 

1 

1 

1286 

Fryer  Farms,  Inc. 

Forest  City 

1 

1538 

Wapsie  Produce  &  Hatchery 

Decorah 

1 

1 

VOLUNTARY 

45 

:     Blue  Diamond  Products  Co. 

Council  Bluffs 

45 

Blue  Star  Foods,  Inc. 

Council  Bluffs 

2 

76 

Swift  and  Company 

Clinton 

2 

92 

Bremer  Packing  Co. 

Waverly 

2 

132 

Com  Blossom  Foods,  Inc. 

Independence 

2 

-  19 


AFPHOVED 

PIAMT  NO. 

NAME  OF  FIRM 

LOCATICW 

INSPECTION 

GRADING 

ICWA-Contlnued 

VOLUNTARY 

152 

Ocoma  Foods  Conipaziy- 

Carroll 

2 

363 

Maplecrest  Turkey  Fsums 

Iowa  City 

3 

1 

1*07 

P.  G.  Gray 

Esthervllle 

2 

kh3 

Morton  Frozen  Foods  Dlv.  of 
Continental  Baking  Co. 

Webster  City 

2 

71k 

Central  Coop.  Turkey  Producers 

Ellsworth 

2 

5^1 
1280 


EXEMPT 
Vallet's  Feather  King  Poultry  Co.  Sabula 
Davenport  Produce  Co.  Davenport 


KANSAS 


PPIA 

l9»^ 

Naturlch  Processing  Co. 

Newton 

1 

1 

282 

Swift  &  Canpany 

Parsons 

1 

'^73 

Swift  and  Conrpany 

Salina 

1 

779 

Seymoxir  Foods,  Inc. 

Concordia 

1 

1 

Ik^ 

Roy-Al  Turkey  Farms,  Inc. 

Hesston 

1 

1 

1501 

Marfin-Elam  Poultry  &  Egg  Co. 

Kansas  City 

1 

Ik^ 


EXEMPT 
Carl  Otten  &  Sons  Poultry  &  Eggs   Kansas  City 


20 


APPROVED 

PLANT  NO. 

NAME  OF  FIRM 

LOCATION     : 

CNSPEOTiON 

GRADING 

KENTUCKY 

PPIA 

h9 

Kentucky  Poultry  Farms,  Inc. 

Bumside 

1 

h-O 

Berryaan  Turkey  Farms 

Winchester 

1 

700 

Browning  Turkey  Farms,  Inc. 

Winchester 

1 

1 

1166 

The  Joe  0.  Frank  Co. 

Glasgow 

1 

1 

12«2 

Wright  Bros.  Inc. 

Mt.  Sterling 

1 

1316 

Field  Packing  Co.,  Inc. 

Bowling  Green 

1 

VOLUNTARY 


753 


Tasty  Foods  Coinpany 


Burlington 


LOUISIANA 

PPIA 

411. 

Rite-Geu:e  Poultry  Co.,  Inc. 

Logansport 

1 

1 

12ll.5 

J-M  Poultry  Packing  Co.,  Inc. 

Alexandria 

1 

1 

15t^9 

Chubby  Chick  Compemy 

Arcadia 

1 

1 

21 


APFROVliD 

PIANT  NO. 

MMR   OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

MMNE 

PPIA 

ikb 

Wjld  Acres  Turkey  Farm 

Steep  Falls 

1 

201 

Lipraan  Brothers,  Inc. 

Augusta 

1 

1 

662 

Penobscot  Poultry  Co.,  Inc. 

Belfast 

1 

1 

851 

Fort  Halifax  Packing  Co. 

Watervllle 

1 

1 

956 

fiaplevood  Packing  Co. 

Belfast 

1 

1 

998 

Hlllcrest  Poultry,  Inc. 

Lewi  St on 

1 

1 

128/' 

Glick  BrcTtbers 

Yarmouth 

1 

361 
»^99 


VOLUNTARY 

Penobscot  Frozen  Food  Lockers     Belfast 
Inc. 

Bumhara  &  Morrill  Co.  Portland 


IkQ 
23^ 


EXEMPT 
Wild  Acres  Turkey  Farm 
Medomak  Canning  Conipany 


Steep  Falls      2 
Winslows  Mills    2 


22 


APPROVED 
PIANT  NO. 


NAME  OF  FTRM 


LOCATION 


INSPECTION  GRADING 


MARYIAUD 

111 
171 

1/3 

lfl6 

873 

877 

d8k 

905     • 
12llf 
1236 
1261 


PPIA 

Birds  Eye  Division 
General  Foods  Corp. 

Campbell  Soup  Con5)any 

The  Wm.  Schluderberg  - 
T.  J.  Kurdle  Co. 

Armour  and  Company 

P  &  L  Poultry  Co.,  Inc. 

Sterling  Processing  Corp. 

Dover  Poultry  Co. 

Acme  Poultry  Corporation 

Caroline  Poultry  Farms,  Inc. 

Maryland  Chicken  Processors,  Inc. 

Showell  Poultry,  Inc. 

Caroline  Poultry  Feirms,  Inc. 

Swift  and  Company 


Pocomoke  City 

1 

Salisbury 

1 

Cordova 

1 

1 

Seilisbury 

1 

1 

Stockton 

1 

1 

Oakland 

1 

Baltimore 

1 

1 

Berlin 

1 

Denton 

1 

1 

Snow  Hill 

1 

Showell 

-1 

1 

Federalsburg 

1 

1 

Salisbury 

1 

VOLUNTARY 

55 

Coastal  Foods  Co. 

Cambridge 

2 

7^ 

Birds  Eye  Division 
General  Foods  Corp. 

PocOTioke  City 

2 

77 

The  Crosse  and  Blackwell 

Co. 

Baltimore 

2 

111 

CaD5>bell  Soup  Ccaapany 

Salisbury 

2 

-  23  - 


APPRC3VED 
PIAHT  NO. 


NAME  OF  FIRM 


LOGATICMf 


INSPECTION  GRADING 


MAHYLAND-Contlnued 


1218 
1300 


VOLUNTARY 
i  Inc.  Sub.  of  Giant  Food  Inc.  Landover 
Albert  F.  Goetze,  Inc.  Baltimore 


696 


EXEMPT 


The  \ha.   Schluderberg  - 
T.  J.  Kurdle  Co. 


Baltiinore 


MASSACHUSETTS 

821 
878 

9^3 

9&i- 
1078 
1207 
1507 


PPIA 

Broadway  Poviltry  Co. 

Pinecrest  Duck  Feam 

Guild  Duck  FEum 

Eastern  States  Farmers' 
Exchange,  Inc. 

United  Cooperative  Farmers,  Inc. 

Raynham  Duck  Fazm 

Glick  Bros. 

Mayo's  Duck  Farm,  Inc. 


Boston 

1 

Sterling 

1 

E.  Mansfield 

5 

Avon 

1 

Leoml nster 

1 

Raynham 

5 

Chelsea 

1 

East  Orleans 

5 

-  2h  - 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTICff  GRADING 


MASSACHUSETTS -Continued 


1357 
1527 


VOLUNTARY 
Betty  K's  Superior  Foods,  Inc. 
Howard  D.  Johnson  Co. 
New  England  Provision  Co.,  Inc. 
Sheffield  Poultry  Co.  Inc. 


South  Deerfield  2 

Brockton  2 

Boston  2 

Sheffield  3 


252 

257 
272 
428 
k3h 

575 
828 

1213 
13^ 
1360 
lii-25 
lifo2 
1525 
1557 


EXEMPT 
Ingersoll  Products  Corporation 
Old  Colony  Cha-Pac  Inc. 
T.  F.  Kinnealey  &  Co.,  Inc. 
Irving  Levitt  Co.  Inc. 
Samuel  M.  Gertman  Co.,  Inc. 
G.  D.  Mathews  &  Sons,  Inc. 
Albert  Richards  Co.,  Inc.  . 
Hung' 3  Food  Products,  Inc. 
North  American  Packing  Coirp. 
H.  J.  Seiler  Co.,  Inc. 
Bolton  -  Smart  Co.  Inc. 
Back -Acres 
Samuel  Holmes  Inc. 
Fulton  Packing  Co.,  Inc. 


Winchester 

2 

Boston 

3 

Boston 

3 

Boston 

3 

Boston 

3 

Boston 

2 

Boston 

3 

Brighton 

2 

Boston 

2 

Boston 

2 

Boston 

3 

Plainfield 

2 

Boston 

3 

Boston 

3 

25  - 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


MICHIGAN 

39 

99 
261 

km  * 
819 
989  * 
i22r 

123*+ 

1333 


PPIA 
Hess  Mlchigolden  Duck  Farm 
Hamilton  Farm  Bureau  Coop.,  Inc. 
BiU,  &  Marvels  Turkey  Farms 
Zeeland  Poultry  Processing  Co. 
Randall  Chicken  Products  Co. 
Swift  &  CcdKpany 
Randall  Chicken  Products  Co. 
Central  Farms  Frozen  Foods,  Inc. 
Nottawa  Gardens  CoJTpo ration 
F.  DeCook  &  Sons 


H@ml©ck  1 

Hamilton  1 

Zeeland  1 

Zeeland  1 

Tekonsha  1 

Alma  1 

Tekonsha  5 

Zeeland  1 

Athens  1 
Grand  Junction    1 


10 


VOLUNTARY 


Gerber  Products  Go. 


Fremont 


39 

Y72 


EXEMPT 
Hess  Mlchigolden  Duck  Farm 
Randall  Chicken  Products  Co. 
Appetizing  Food  Products 


Hem! ock 

2 

Tekonsha 

2 

Richmond 

2 

-  26 


APPROVKU 

PIAUT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECnrai 

GRADING 

MINNESOTA 

PPIA 

26 

Campbell  Soup  Ccanpsmy 

Worthington 

1 

29 

Land  O'LaJces  Creameries,  Inc. 

Albert  Lea 

1 

1 

130 

Wilson  and  Co.,  Inc. 

Faribault 

1 

1 

11^2   . 

A.  J.  Fietrus  &  Sons  Co. 

Sleepy  Eye 

1 

1 

215 

Butterfield  Produce  Co. 

Butterfield 

1 

1 

219 

Farmers  Produce  Co.  of 
Willmar,  Minn. 

Litchfield 

I 

1 

2-^9 

Swift  and  Company 

Marshall 

1 

1 

322 

St.  Cloud  Poultry  smd  Egg  Co. 

St.  Cloud 

1 

33Y  . 

Stokely-Van  Camp,  Inc. 

Fairmont 

1 

403 

West  Central  Turkeys,  Inc. 

Pelican  Rapids 

1 

1 

k25 

Land  O'LeQces  Creameries,  Inc. 

Thief  River 

Falls 

1 

1 

k2e 

Peterson-Biddick  Co. 

Wadena 

1 

1 

l^56 

Backman  Produce  Co. 

Waterville 

1 

1 

k8l 

Tony  Downs  Foods  Co. 

St.  James 

1 

1 

528 

Pecker  Company 

Pipestone 

1 

1 

3kh 

Melrose  Produce  Co; 

Melrose 

1 

1 

551 

Farmers  Produce  Co.  of 

Willmar 

1 

1 

566 

576 
579 


Willmar,  Minn. 

Southern  Minnesota  Turkey 
Growers  Assn. 

Swift  and  Company 

Faribo  Turkeys,  Inc. 


Madelia 

Detroit  Lakes 
Fariba\ilt 


-  2J 


APPROVED 
PIAMT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


MIHNESOTA-Contlnued 


596 

706 
9^*0 


PPIA 
Land  O'Lakes  Creameries,  Inc. 
Lakeland  Turkey  Growers  Ass*n. 
Altura  Rex  Turkey's,  Inc. 
F.  M.  Staniper  Co.  of  Minnesota 


Aitkin 

1 

Frazee 

1 

Altura 

1 

Wells 

1 

VOLUNTARY 

15 

Swift  and  Company 

So.  St.  Paul 

2 

26 

Campbell  Soup  CcMnpany 

Worthington 

2 

65 

Tony  Downs  Foods  Co. 

Madelia 

2 

130 

Wilson  and  Co.,  Inc. 

Faribault 

2 

11^5 

Armour  and  Company 

So.  St.  Paul 

2 

15iv 

Chun  King  Sales,  Inc. 

Duluth 

2 

Yjk 

Birds  Eye  Division 
General  Foods  Corporation 

Waseca 

2 

223 

Geo.  A.  Hormel  85  Co. 

Austin 

2 

337 

Stokely-Van  Camp,  Inc. 

Fairmont 

2 

kQl 

Tony  Downs  Foods  Co. 

St.  James 

2 

551 

Fanners  Produce  Co.  of 

Win  mar 

2 

9'to 


Wlllmar,  Minn. 
F.  M.  Stamper  Co.  of  Minnesota 


Wells 


1391 


EXEMPT 
Kennedy  Mayonnaise  Products 


Hopkins 


-  28  - 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOGATIC«f 


INSPECTION  GRADING 


MISSISSIPPI 

PPIA 

l6k  The  Cudahy  Packing  Co. 

2kj  S  &  W  Poultry  Farms,  Inc. 

308  B.  C.  Rogers  85  Sons,  Inc. 

1*05  '        Warren  Produce  Co.,  Inc. 

519  Hilbun's  Poultry  Co. 

809  Quick  Frozen  Foods,  Inc. 

1239  Gaddis  Packing  Co. 

1240  Pelahatchie  Poviltry  Co. 
1259  Swift  8e  Ccanpsmy 

1262  Bay  Springs  Poultry  Co.  Inc. 

1283  Forest  Packing  Co.,  Inc. 

1551  Portera  Bros.  Turkey  Farm 


Forest 

1 

1 

Hazlehurst 

1 

1 

Morton 

1 

1 

Greenville 

1 

1 

Laurel 

1 

1 

Tupelo 

1 

1 

Forest 

1 

Pelahatchie 

1 

Jackson 

1 

Bay  Springs 

1 

1 

Forest 

1 

1 

West  Point 

1 

MISSOURI 

37 

1*8 

52 

97 
106 
107 


PPIA 
Henderson  Produce  Co. 
Armour  Creameries 
Poultry  Packers,  Inc. 

Carollo's  Turkey  Farm  &  Hatchery   Sullivan 
F.  M.  Staiqper  Co. 
F.  M.  Stamper  Co. 


Monroe  City 

1 

Monett 

1 

Anderson 

1 

Sullivan 

1 

Milan 

1 

Macon 

1 

29 


APPROVED 
PIANT  NO. 

NAME  OF  FIRM 

LOGATI(»I 

INSPECTION 

GRADING 

MISSOUBI- 

Continued 

PPIA 

n.k 

Producers  Produce  Co. 

Springfield 

1 

1 

115 

F.  M.  Stamper  Co. 

Garrollton 

1 

259 

M.  F.  A.  Poultry  and  Egg  Div. 

Shelbina 

1 

1 

290 

Boyle  Poultry  &  Egg  Co. 

Kansas  City 

1 

1 

3^( 

F.  M.  Steunper  Go. 

Marshall 

1 

3G4. 

Epicure  Foods  Co. 

Vlnita  Park 

1 

1 

370 

F.  M.  Stamper  Co. 

Moberly 

1 

1 

jra 

Swift  and  Company 

Sertftlia 

1 

1 

465 

Sunny  Hill  Poultry  Co.,  Inc. 

Cabool 

1 

1 

kgk 

Four  Winds  Farm 

St.  Louis 

1 

30k 

Stein  Egg  &  Poultry  Co.,  Inc. 

St.  Louis 

1 

1 

526 

Swift  &  Company 

Dexter 

1 

660 

Carthage  Poultry  Co. 

Carthage 

1 

1 

702 

M.  F.  A.  Poiiltry  and  Egg  Div. 

Sedalia 

1 

1 

•r25 

Anderson-Haley  Poultry  Co.,  Inc. 

Clinton 

1 

1068 

McLain  Bros.  Inc. 

St.  Louis 

1" 

12112 

Poultry  Packers,  Inc. 
(Aurora  Branch) 

Axirora 

1 

1 

1295 

Johns'  Produce  Co.,  Inc. 

Campbell 

1 

1315 

Mozark  Poultry  Co. 

Monett 

1 

1 

1326 

Dee-Li sh  Poultry  Products,  Inc. 

La  Plata 

1 

1362 

Edward  Aaron  Corporation 

Noel 

1 

1 

li^20 

Johnnie's  Poultry  Co. 

Perryvllle 

1 

li^95 

Levin  Brothers  Poultry  Co.,  Inc. 

WeUston 

I 

-  30  - 


APPROVED 

PLANT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION  GRADING 

rassouRi- 

■Continued 

VOLUNTARY 

9 

F,  M,  Stamper  Co. 

Marshall 

2 

52 

Poiiltry  Packers,  Inc. 

Anderson 

2 

10? 

F.  M.  Stsunper  Co. 

Macon 

2 

260 

Trenton  Foods,  Inc. 

Trenton 

2 

26b 

F.  M.  Stamper  Co. 

St.  Joseph 

2 

291 

Holiday  Food  Co.  A  Div. 

of 

Union 

2 

d^ 


Swift  and  Canpany 

Coxintry  Kitchen  Food  Products, 
Inc. 


Carthage 


EXEMPT 


255 

1385 
1508 

1535 


Don  Gaines  Co.,  Inc. 
Burnett  Meat  Co. 
Nina  Products,  Inc. 
Henningsen,  Inc. 


Kansas  City 

3 

Kansas  City 

3 

St.  Louis 

2 

Springfield 

2 

MONTANA 


1291 


EXEMPT 
Truzzolino  Food  Products  Co. 


Butte 


-  31  - 


APPROVlilU 

PIANT  NO. 

NAME  OF  FIRM 

LOCATION     INSPECTION 

GRADING 

NEBRASKA 

PPIA 

2k. 

Campbell  Soup  Ccairpany 

Fremont 

1 

25 

Campbell  Soup  Company 

Tecumseh 

1 

128 

Ocoma  Foods  Company 

Nebraska  City 

1 

1 

231 

Falls  City  Creamery  Co. 

Falls  City 

1 

1 

270 

Swift  and  Company 

Beatrice 

1 

1 

iH2 

Armour  Creameries 

Central  City 

1 

1 

538 

Nebraska  Turkey  Growers 

Assn. 

Gibbon 

1 

1 

VOLUNTARY 

2k. 

Campbell  Soup  Company 

Fremont 

2 

25 

Campbell  Soup  Company 

Tecumseh 

2 

70 

Campbell  Soup  Company 

Omaha 

2 

102 

Poultry  Packers,  Inc. 

Wahoo 

2 

128 

OcOTia  Foods  Company 

Nebraska  City 

2 

135 

Otoe  Food  Products  Ccanpany 

Nebraska  City 

2 

176 

Ocoma  Foods  Company 

Omaha 

2 

327 

Wilson  &  Co.,  Inc. 

Omaha 

2 

lH2 

Armour  Creameries 

Central  City 

2 

EXEMPT 


ikdh 


Feurmcrest  Foods 


Fremont 


APPROVED 
PLANT  NO. 


NEVADA 


32 


NAME  OF  FIRM 


LOCATim 


INSPECTION  GRADING 


NEW  HAMPSHIRE 
159   . 

1^36 
^39 


PPIA 
Derry  Dressed  Poultry  Co.,  Inc. 
Gate  City  Poxoltry  Co.,  Inc. 
Kai*anikas  &  Sons  Poultry  Co. 
George  Liraperis  Poultry  Farm 


Derry 

1 

Merrimack 

1 

1 

Goffstown 

1 

1 

Epping 

1 

563 


EXEMPT 


Habitant  Soup  Ccairpany 


Mamchester 


NEW  JERSEY 


I3f 


168 
850 


PPIA 


United  Poultry  Processing 
Plant,  Inc. 

Vineland 

1 

Kurinsky  Kosher  Dressed  Poultry 

Lakewood 

1 

Colonial  Farms 

Bridgeton 

1 

Colonial  Farms 

Bridgeton 

5 

I  &  M  Poultry  Co.,  Inc. 

Mays  Landing 

1 

33  - 


APPROVED 
PLANT  MO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


NEW  JERSEY -Continued 


939 
95^ 

101*3 

1093 
1366 
139a 
lino 


PPIA 


B.  Zuck  &  Son  Eviscerated 
Poultry,  Inc. 

Vineland  Live  and  Dressed 
Poultry  Co. 

Kingwood  Poultry  Processors,  Inc. 

Rockaway  Hatchery  Fann 

Kessler  Bros.,  Inc. 

Krasners  Kosher  Dressed  Poultry 

D.  DeFeo  and  Son,  Inc. 

Absecon  Duck  Ranch 

Drialo  Poultry  Farm 


Lakewood 


Norma 


Fleraington 

1 

Whitehouse 

5 

Station 

Farmingdale 

1 

Clayton 

5 

Somers  Point 

1 

Absecon 

1 

Allentown 

1 

VOLUNTARY 

1 

Diplomat  Products,  Inc., 
of  Diplomat  Foods,  Inc. 

Sub. 

North  Bergen 

2 

8 

Carapbell  Sov^)  Company 

Camden 

2 

89 

Seabrook  Farms  Co. 

Seabrook 

2 

158 

Tray  Pack  Poultry 

Bridgeboro 

3 

289 

I.  Rokeach  and  Sons,  Inc. 

Farmingdale 

2 

331 

Beman  Food  Products  Co. 

Newark 

2 

31*9 

Colonial  Farms 

Bridgeton 

2 

3h 


APPRO 

•VED 

PLAUT  NO. 

NAME  OF  FIRM 

LOCATION     : 

ENSPECi'iON  GRADING 

NEW  JERSEY- 

-Continued 

VOLUNTARY 

khk 

Fullerton  Ss  Co.,  Inc. 

Paterson 

2 

683 

Max's  Frozen  Foods  Inc. 

Lakewood 

2 

75^ 

B.  Zuck  and  Son  Eviscerated 
Poxiltry,  Inc. 

Lakewood 

3       1 

761 

Manischewitz  Food  Products  Corp. 

Vineland 

2 

&6k 

Venice  Maid  Co.,  Inc. 

Vineland 

2 

907 

Al's  Cut  Up  Poultry,  Inc. 

Camden 

3 

969 

Moyer-Mitchell  Co.,  Inc. 

Ashland 

3 

1289 

Gretchen  Grant  Kitchens,  Inc. 

Jersey  City 

2 

13^3 

Watson's  Turkey  Farm 

Tumersville 

2 

1386 

Prince  Famous  Foods  of  Nev  Jersey, 

Merchantville 

2 

Inc.  Sub.  of  Prince  Macaroni 
Mfg.  Co.  Lowell,  Mass. 


EXEMPT 


369 

Diamond  T.  Faims 

Marlton 

2 

ino 

Fiddler's  Creek  Farm 

Titusville 

2 

Van  Wagenen  &  Schickhaus  Co. 
A  Div.  of  Swift  &  Co. 

Kearny 

2 

1555 

Holbrook  Turkey  Growers' 
Cooperative  Assn. 

Red  Bank 

2 

35  - 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


NEW  MEXICO 


PPIA 


313 


Stabmarm  Fazios,  Inc. 


Las  Cruces 


HEW  YORK 

PPIA 

7 

The  Pure  Food  Co.,  Inc. 

Mamaroneck 

1 

71 

Long  Island  Packers,  Inc. 

Eastport 

1 

1 

153 

Riverhead  Duck  Proc.  Coop. ,  Inc. 

Riverhead 

1 

1 

592 

Molly  and  Me  Farms 

Mslhopac 

1 

623 

Mecox  Bay  Poultry  Farm 

Water  Mill 

5 

6l^6 

Leszkowlcz  Duck  Fsirm 

Brookhaven 

5 

795 

Chi -Dux  Farm 

E.  Moriches 

5 

803 

Independent  Long  Island  Duck 
Farmers  PaxKsessing  Coop.  Inc. 

Moriches,  LI 

1 

1 

823 

Jos.  Chuckrow's  Sons,  Inc. 

Troy 

1 

824 

Crescent  Duck  Processing  Co.,  Inc. 

Aquebogue,  LI 

1 

1 

932 

East  River  Poultry  Dressing 
Coapaay,  Inc. 

Eastport 

5 

9^5 

Long  Island  Chickens,  Inc. 

Riverhead 

5 

9^9 

William  J.  Lukert  Inc. 

Moriches 

5 

1069 

Sunrise  Duck  Farm 

Riverhead 

5 

1392 

Emerson  Produce  Co.,  Inc. 

Middlesex 

1 

llf22 

Broad  Cove  Duck  Farm 

Rivertiead 

5 

36  - 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATICW 


INSPECncW  GRADING 


NEW  YORK-Contlnued 


7 
Ih 

3^ 
k6 
68 
69 
73 
86 

100 
10J4. 

109 
119 

122 

139 
29h 

306 

5if6 

1271 

1372 


VOLUNTARY 

The  Pure  Food  Co.,  Inc. 

Hi -Land  Stiiffed  Poultry  Co. 

Gerber  Products  Co. 

Beech-Nut  Life  Savers,  Inc. 

Beech -Nut  Life  Savers,  Inc. 

Thos.  J.  Lipton,  Inc. 

Orchard  Hill  Farms,  Inc. 

College  Inn  Fodd  Products  Corp. 

Duffy-Mott  Co.,  Inc. 

Mrs.  Kemberg'  s  Food  Products  Corp. 

Specialty  Foods  Corp.  or  Clayco 
Foods,  Inc.  Sub.  of  Specialty 
Foods  CoiTporation 

The  Forsts,  Inc. 

Stahl -Meyer,  Inc. 

Louis  Ravioli  Co.,  Inc. 

Empire  State  Frozen  Food  Co., 
Inc. 

Premier  Smoked  Meats,  Inc. 

Duffy-Mott  Co.,  Inc. 

Howard  Johnson's,  Inc. 

Kaiinel  Kosher  Frozen  Products, 
Inc. 


Mamaroneck 

2 

Highland 

2 

Rochester 

2 

Rochester 

2 

Canajoharie 

2 

Albion 

2 

Red  Hook 

2 

Lockport 

2 

Williamson 

2 

N.  White  Plains 

2 

Johnson  City 

2 

Kingston 

2 

Brooklyn 

2 

Brooklyn 

2 

Troy 

2 

Brooklyn 

2 

Hamlin 

2 

Queens  Village 

2 

Inwood,  LI 

2 

37  - 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


NEW  YORK-Contlnued 


95 
19Y 
536 
679 

1503 
I5'w3 


EXEMPT 
Empire  Dehydrated  Prod.ucts,  Inc.   Brooklyn 
The  Horn  &  Hardart  Co. 
Bickford's  Inc. 
Temple  Frosted  Foods,  Inc. 
Clover  Packing  Co. 
Stsir  Poultry  Co.,  Inc. 
Frank  G.  Shattuck  Co. 


2 

New  York  2 

Long  Island  City  2 

Brooklyn  2 

Brooklyn  2 

New  York  3 

New  York  2 


NORTH  CAROLINA 


PPIA 

16 

Watson  Poultry  Co. 

Siler  City 

1 

75 

Person  Farms,  Inc. 

Roxboro 

1 

98 

Carolina  Poultry  Plant 

Pinehurst 

1 

12li- 

Monroe  Turkey  Processing  Plant, 
Inc. 

Monroe 

1 

1 

llfl 

Pearl's  Poultry 

Shelby 

1 

178 

Pineland  Poultry,  Inc. 

Luraberton 

1 

1 

m 

Priebe  and  Sons,  Inc. 

Concord 

1 

1 

239 

Prlebe  Poultry  Co. 

Raeford 

1 

1 

2(6 

White  Oak  Acres,  Inc. 

Monroe 

1 

335 

Groff  Brothers  Poultry 

Co. 

Reidsvllle 

1 

358 

Holly  Farms  Poultry  Co. 

,  Inc. 

Hidden! te 

1 

38 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTICN  GRADING 


NORTH  CAROLINA-Continued 


372 
385 

396 

kho 
kk3 
hk& 
kh9 
h-75 
525 
639 
716 
802 
8li^ 
843 
&kk 
1201 

1243 
1364 
1373 


PPIA 


Austin  F8irm3,   Inc. 

Colonial  Poultry  Co.  of 
North  Carolina,  Inc. 

Webster  Poultry  Co. 

Breeden  Poultry  &  Egg  Co.,  Inc. 

Almond  Bros.  Poultry  Co. 

Dobson  Poultry  Co. 

Modem  Poultry,  Inc. 

Swift  &  Company 

Morgan  &  Sons  Poultry  Co.,  Inc. 

Pittsboro  Poultry  Co.,  Inc. 

J.  L.  Bumgamer  &  Co.,  Inc. 

B  &  B  Poultry  Market,  Inc. 

Carriker  Poultry  Co.,  Inc. 

Holly  Farms  Poultry  Co.  Inc. 

Marshville  Turkey  Co. 

Watson  Sesifood  &  Poxiltry  Co.,   Inc. 

Central  Carolina  Farmers 
Exchange,  Inc. 

White  Poultry  Co. 

Stevens  Brothers  Poultry*  Inc. 

Frozen  Foods,  Inc. 


Robersonville    1 
Robbins         1 


Pittsboro 

1 

Morganton 

1 

Albermarle 

1 

Dobson 

1 

1 

High  Point 

1 

Greensboro 

1 

Guilford  College 

1 

Pittsboro 

1 

Iron  Station 

1 

Burlington 

1 

Chsirlotte 

1 

Wilkesboro 

1 

1 

Marshville 

1 

1 

Raleigh 

1 

Durham 

1 

Rockingham 

1 

Greensboro 

1 

Lauriaburg 

1 

39  - 


APPROVi<D 

PLANT 

NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

NORTH 

DAKOTA. 

PPIA 

4o8 

Land  0' Lakes  Creameries,  Inc. 

Valley  City 

1 

1 

k29 

Kimball  Brothers 

Grafton 

1 

1 

^31 

Swift  &  Company- 

New  Rockford 

1 

1 

76k 

Armour  CresKneries 

Bismarck 

1 

1 

OHIO 


PPIA 

59 

Brisbin  Turkey  Farm 

Harrison 

1 

79 

The  Caldwell  Produce  Co. 

Caldwell 

1 

226 

McKinley  Produce  Go. 

Pi  qua 

1 

1 

236 

White  King  Turkeys 

New  Carlisle 

1 

251 

Petit 's  Poultry  Plant 

Doylestown 

1 

371 

Steenbergen  Turkey  Farm 

I ronton 

1 

557 

Ley  Bros.  Turkey  Farm 

Canal  Fulton 

1 

621 

Paulus  Turkey  Farm 

New  Philadelphia 

1 

784 

Pi  qua  Poultry  Co. 

Pi  qua 

1 

789 

Cortland  Produce  Co.,  Inc. 

Toledo 

1 

1 

827 

Wilson  Bros.  Co. 

Cincinnati 

1 

1 

1011 

Poultry  Producers  Assn. 

Versailles 

1 

1 

1012 

Koppenhofer  Bros.  Co. 

Deshler 

1 

1 

1018 

Kissell  Bros.  Inc. 

Columbus  Grove 

1 

-  ko 


APPROVED 

PUm   NO. 

NAME  OF  FIRM 

LOCATICW 

INSPECTION 

GRADING 

OHIO-Continued 

PPIA 

1027 

Peter  Eicher  and  Son,  Inc. 

ArchlKJld 

1 

1030 

Sam  Braraan  and  Son 

Cleveland 

1 

1097 

J.  E.  Parker  &  Co. 

Eaton 

1 

1 

117^ 

North  East  Ohio  Poultry  Assn. 

Columbiana 

1 

1209 

Kopp's  Turkey  Farm 

Harrison 

1 

1 

1305  * 

Willis  W.  Flora  &  Son 

Eaton 

1 

1306 

Zand's  Kosher  Poultry 

Cincinnati 

1 

1369 

Foster  Duck  Farm 

Wayne 

1 

1421 

Oberlin  Processing  Plant 

Bryan 

1 

12*26 

Workman  Bros.  Turkey  Farms 

Danville 

1 

11*56 

Valley  Farms 

Vandalia 

1 

11+67 

Tender-Sweet  Poultry  Inc. 

Waverly 

1 

VOLUNTARY 

k 

Campbell  Soup  Compsmy 

Napoleon 

2 

91 

LaChoy  Food  Products 
Div.  of  Beatrice  Foods  Co. 

Archbold 

2 

131 

Chun  King  Frozen  Foods  Corp. 

Jackson 

2 

229 

McAllister  Dairy  Farms,  Inc. 

Warren 

3 

316 

L.  J.  Minor  Corporation 

Cleveland 

2 

778 

The  Stouffer  Corporation 

Cleveland 

2 

.013 

Peter  Eicher  and  Son,  Inc. 

Archbold 

3 

kl  - 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOGATIOT     INSPECTION  GRADING 


OHIO-Continued 


1306 


EXE34PT 


Zand's  Kosher  Poiiltry 


Cincinnati 


OKLAHOMA. 

PPIA 

377 

Swift  and  Company 

Muskogee 

1 

1 

589 

Hallren  Poultry  and  Creamery  Co. 

Fairvlew 

1 

1 

1438 

Liebennan  Produce  Co. 

Oklahoma  City 

1 

1 

OREGON 

113 
181* 

293 

805 
1032 


PPIA 


Oregon  Turkey  Growers 

Salem 

1 

1 

Bridgmon  Bros.  Poultry  Co. 

Portland 

1 

Pilgrim  Turkey  Packers,  Inc. 

Salem 

1 

1 

Silverton  Poultry  Products, 

Inc. 

Silverton 

1 

1 

Washington  Co-operative  Farmers 
Assn. 

Salem 

1 

Fresh  Foods  Ccxnpany 


Portland 


k2 


APPROVED 

PLANT  NO. 

NAME  OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

OREGON-Continued 

VOLUHTARY 

2l!+ 

Kubla  Khan  Food  Co. 

Portland 

2 

3hS 

Chefs  Famous  Foods 

Eugene 

2 

524 

Smoke -Craft 

Albany 

2 

1^37 


EXEMPT 


Mi one  Packing  Company 


Newberg 


PEIJNSYLVANIA 

PPIA 

6  Penn  Kosher  Poultry  Corp. 

53  Landfall  Farms 

58  Frozen  Farm  Products,  Inc. 

13k  David  Elliott  Poultry  Fam,  Inc. 

183  Bird-in-Hand  Poultry  Co. 

233      ,  Queen  City  Poultry  Co. 

2.kk  Winter  Gardens 

356  Chestnut  Ridge  Farms 

4l5        .  Producers  Coop.  Exchauige 

h6o  Jaindl's  Turkey  Ranch 


Jennerstown 

1 

Pennsburg 

1 

Altoona 

1 

Lake  Ariel 

1 

Bird-in-Hand 

1 

Allentown 

1 

New  Oxford 

1 

Saylorsburg 

1 

Coatesville 

1 

Allentown 

1 

^3 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


PENNSYLVANIA-Continued 


PPIA 


^93 

533 

710 

9^2 

1015 

1101 

1121 

1253 
1256 
I30i* 
1323 
1325 
1327 
1328 
iSkk 
1351 
135** 
llK)l 
l402 
llH9 
ll4^2 

1531 
1553 


Grimes  &  Hauer  Poultry- 
Processing  Corporation 

College  Hill  Poultry,  Inc. 

Palmateer's  Turkey  Farm 

Lawrence  Mill  Dressed  Poultry 

Pennsylvania  Dutch  Farms,  Inc. 

Brubaker  Bros.  Inc. 

Butler  Cooperative  Egg  Auction, 
Inc. 

Hoover  Turkey  Farm  Co. 

Swift  &  Company 

C.  F.  Manbeck,  Inc. 

Mandata  Poultry  Co. 

Victor  F.  Weaver,  Inc. 

Price's  Poultry  Inc. 

Grain's  Poultry,  Inc. 

Allen  Clark,  Inc. 

Horace  W.  Longacre,  Inc. 

Speicher  Poultry  Processing 

Starr  Poultry  Co. 

Theodore  L.  Gross 

Neal's  Poultry 

Kuranda  Bros. 

Gottshall's  Turkeys 

Cuttalossa  Farm  suid  Turkey 
Hatchery 


Fredericksburg 


Fredericksburg 

1 

Elverson 

1 

Creamery 

1 

Mifflintown 

1 

Bird- in -Hand 

5 

East  Butler 

1 

Fayetteville 

1 

Chambersburg 

1 

Fredericksburg 

1 

Hemdon 

1 

New  Holland 

1 

Hollidaysburg 

1 

Gallitzin 

1 

Paxinos 

1 

Franconia 

1 

Rockwood 

1 

Valley  View 

1 

Doylestown 

1 

Mansfield 

1 

Lake  Ariel 

1 

Spring  City 

1 

New  Hope 

1 

kk 


APPROVED 
PIANT  NO. 


NAJ^ffi  OF  FIRM 


LOCATIC»I 


INSPECTION  GRADING 


PENNSYLVANIA-Continued 


23 
41 
51 

58 

118 
462 
906 
1229 
1288 
1347 
1384 
l4oo 
I4l2 
1472 
1541 


VOLUOTIARY 
Quaker  State  Foods  Corp. 
Hickory  Valley  Farm,  Inc. 
H.  J.  Heinz  Ccmpany 
Frozen  Farm  Products,  Inc. 
Norwestem  Products,  Inc. 
^tyers  Foods,  Inc. 
Horn  and  Hardart  Baking  Co. 
Hcanestead  Turkey  Co. 
Grant  Food  Products  Inc. 
V.  LaRosa  &  Sons,  Inc. 
Charles  Ritter,  Inc. 
Superior  Provisions,  Inc. 
J.  G.  Haldeman  &  Bro. 
Renaire  Corporation 
American  Stores  Company 


Pittsburgh 

2 

Stroudsburg 

2 

Pittsburgh 

2 

Altoona 

2 

Philadelphia 

2  &  3 

Plumsteadville 

2 

Philadelphia 

Philadelphia 

2 

Wayne 

2 

Hatboro 

2 

Philadelphia 

3 

Philadelphia 

2 

Chadds  Ford 

3 

Springfield 

3 

Philadelphia 

2 

464 

906 

1321 


EXEMPT 

Penn  Turnpike  Shops,  Inc.  Bedford  2 

Horn  and  Hardart  Baking  Co.  Philadelphia  2 

Ifrs.  Ressler's  Food  Products  Co.   Philadelphia  2 


^5 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION     INSPECTION  GRADING 


PENNSYLVANIA-Continued 


1375 
Ikhk 


EXEMPT 
Gress  Poultry  Cc8npany 
Saalag  Poultry  Compsuiy 
Wm.   Altus  &  Son 


Scranton  3 
Philadelphia  3 
Philadelphia     3 


PUERTO  RICO 


RHODE  ISLAND 


1273 


PPIA 
Supreme  Poultry  Co. ,  Inc.         Johnston        1 


1293 


EXEMPT 
Hi  Hat  Food  Products  Co.  Providence       2 


SOUTH  CAROLINA 

36 

90 

195 


PPIA 


Padgett  Poultry  Co. 
Sumter  Frozen  Foods,  Inc. 
J.  S.  Edmunds  and  Sons 


Batesburg 

1 

Sumter 

1 

1 

Clover 

1 

1 

k6   - 


APPROVED 

PIANT 

NO.              NAME  OF  FIRM 

LOCATION 

INSPECTION 

GRADING 

SOUTH 

CAROLINA -Continued 

PPIA 

k2k 

McLeod  Hiers 

Olar 

1 

1 

713 

Gentry  Poultry  Co. 

Ward 

1 

1228 

Schwartz  Poultry  Co.  Inc. 

Columbia 

1 

1 

1238 

J.  E.  Davis  &  Son 

Dalzell 

1 

1 

12i<-7 

Dixie  Poultry  Co. 

York 

1 

1281 

Douglas  Green  Poultry  Farm,  Inc. 

Simpsonville 

1 

1309 

Marshall  Farms 

Greenville 

1 

1331 

Atlantic  Poultry,  Inc. 

West  Columbia 

1 

2kQ 


EXEMPT 


Mamat  Packing  Co. 


Bennettsville 


SOUTH  DAKOTA 

105 
2k2 
330 


PPIA 

Wenk  Produce  Co.  Madison 

Landsberger  Creamery  and  Produce  Sisseton 

Fox  DeLuxe  Foods,  Inc.  Watertovn 


hi  - 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


TENNESSEE 

ijOl 

509 

597 

896 

984 
1266 
1353 
ll^92 


PPIA 
Tennessee  PoTiltry  Co. 
Burnett  Produce  Co. 
Knoxvllle  Poultry  &  Egg  Co.,  Inc. 
Alloway  Bros.  Company- 
Harrison  Produce  Co.,  Inc. 
Dixie  Poultry  Processors,  Inc. 
Tennessee  Egg  Co.,  Inc. 
Dixie  Hone  Corporation 


Nashville 

1 

Morristown 

1 

Knoxville 

1 

Nashville 

1 

Jamestown 

1 

Franklin 

1 

Chattanooga 

1 

Shelbyville 

1 

26l^ 


VOLUNTARY 
The  Winter  Garden  Co.,  Inc. 


Knoxville 


EXEMPT 


1268 


Mrs.  Weaver's  Salads 


Memphis 


kQ 


APPROVED 

PIANT  NO. 

NAME  OF  FIRM 

LOCATION     INSPECTION 

GRADING 

TEXAS 

PPIA 

33 

Yoiangblood' s  Inc. 

Waco 

1 

1 

88 

Frank  Smith  &  Sons  Co. 

Waco 

1 

1 

126 

Stahl  Brothers  Co. 

Gonzales 

1 

1 

155 

Net ex  Poultry  Co. 

Mt.  Pleasant 

1 

1 

170 

Cor si cans  Poultry  and  Egg  Co. 

Corsicana 

1 

1 

175 

Burgess  Poultry  Market,  Inc. 

Nacogdoches 

1 

1 

191 

Swift  &  CcOTpany 

Yoakum 

1 

1  ■ 

200 

Farmers  Produce  Co.  Sub., 
Ft.  Worth  P  &  E  Co.,  Inc. 

Comanche 

1 

218 

Plus s -Tex  Poultry  Co. 

Lufkin 

1 

1 

271 

Swift  and  Company 

Brownwood 

1 

278 

Producers  Produce  Co.  Sub. , 
Ft.  Worth  Poultry  &  Egg  Co.,  Inc. 

Lampasas 

1 

288 

Swift  &  Company 

Waco 

1 

1 

305 

TexBest  Turkeys,  Inc. 

Marlin 

1 

1 

307 

Max  Allen  Poultry  Co. 

Jasper 

1 

1 

325 

Eastex  Poultry  Co. 

Center 

1 

1 

336 

American  Poultry  &  ^gg  Co.  Sub. 
Ft.  Worth  Poultry  &  Egg  Co.,  Inc. 

Gonzales 

1 

1 

368 

Clary  Poiiltry  and  Egg 

Lubbock 

1 

1 

klk 

Market  Produce  Inc.  of 
Fredericksburg 

Fredericksburg 

1 

1 

khl 

Weidner's  Turkey  Farm 

New  Braunfels 

1 

k63 

Texas  Poultry  Ss  Egg  Co. 

Dallas 

1 

1 

kSe 

Magness  &  Sons  Poultry  Processors 

Bryan 

1 

1 

-  ^9 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


TEXAS-Continued 

640 
645 
743 
768 
773 

812 

845 
1138 
1258 
1260 
1294 
1330 


PPIA 


J.  Weingarten,  Inc.  Poultry  Plsmt 

Hallettsville 

1 

B  and  B  Produce  Co. 

San  Angelo 

1  ■ 

Reese  &  Bell  Turkey  Farm 

Kaufman 

1 

Tyler-Gregg,  Inc. 

Tyler 

1 

1 

Meridian  Poioltry  &  Egg  Co. 

Sub. 

Meridian 

1 

1 

Ft.  Worth  Poultry  and  Egg 

Co., 

Inc. 

Market  Produce  Co. 

Fort  Worth 

1 

L.  H.  Chessher  &  Co. 

Nixon 

I 

M-G  Inc. 

Weimar 

1 

1 

Golden  Cornish  Farms,  Inc. 

Grapevine 

1 

1 

Swift  &  Company 

Paris 

1 

1 

Holmes  Foals  Co.,  Inc. 

Nixon 

1 

1 

B  &  B  Poultry  and  Egg 

Wichita  Falls 

1 

1 

38 

126 

193 

198 

1506 

1529 


VOLUNTARY 

Patio  Foods,  Inc.               San  Antonio 

2 

Stsihl  Brothers  Co.              Gonzales 

3 

Svift  and  Company               Fort  Worth 

2 

Fort  Worth  Poultry  &  Egg  Co.,  Inc.  Fort  Worth 

3 

Underwood's  of  Texas,  Inc.        Lubbock 

2 

St.  Clair  Foods  Co.             San  Juan 

2 

50  - 


APPROVED 

PIANT  MO. 

NAME  OF  FIRM 

LOCATION     INSPEGTim 

GRADING 

TEXAS -Continued 

EXEMPT 

^59 

Osikridge  Smokehouse 

Schulenburg      2 

81^5 

L.  H.  Chessher  &  Co. 

Nixon           2 

975 

New  Braunfels  Smokehouse 

New  Braunfels     2 

13^^ 

The  Frito  Co. -Canned  Foods  Div. 

Seguin          2 

1^+79 

Greenberg  Smoked  Turkeys 

Tyler           2 

UTAH 

28 

50 

267 
800 

10l4-it 

lOlj-7 
lOkQ 
lOii-9 
1313 


PPIA 
Utah  Poultry  and  Farmers  Coop. 
Lee  Brown  Processing  Plant 
Bill's  Best,  Inc. 
Utah  Poiiltry  and  Farmers  Coop. 
Ogden  Poultry  Compeuiy 
John  W,  Pulley  &  Sons 
Nephi  Processing  Plant,  Inc. 
Moroni  Feed  Co.,  Processing  Dept.  Moroni 
Jolley  Wholesale  Poultry 


Salt  Lake  City 

1 

1 

Ogden 

1 

1 

St.  George 

1 

1 

Salina 

1 

1 

Ogden 

1 

1 

American  Fork 

1 

Nephi 

1 

1 

Moroni 

1 

1 

Provo 

1 

10^4- 


VOLUNTARY 
Ogden  Poultry  Company 


Ogden 


1313 


EXEMPT 
Jolley  Wholesale  Poultry 


Provo 
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APPROVED 
PIABT  NO. 


NAME  OF  FIBM 


LOCATION 


INSPECTION  GRADING 


VERMC»JT 


1106 


PPIA 


Glen  Crest  Foods  Inc. 


South  Royalton 


VIRGINIA 

PPIA 

18 

Marval  Poultry  Co.,  Inc. 

Dayton 

1 

1 

56 

Rockingham  Poultry  Marketing 
Cooperative,  Inc. 

Broadway 

1 

1 

85 

Rockingham  Poultry  Marketing 
Cooperative,  Inc. 

Richmond 

1 

1 

127 

Shenandoah  Valley  Produce  Co., 
Inc. 

Harrisonburg 

1 

1 

lk6 

Holzgrefe  and  Plageman,  Inc. 

Glen-Allen 

1 

1 

196 

Swift  and  Company 
Dairy  &  Poultry  Plant 

Harrisonburg 

1 

1 

199 

230 
388 

9^1 

1096 
1225 


Rockingham  Poultry  Marketing 
Cooperative,  Inc. 

Cavalier  Poultry  Corporation 

J.  M.  Earnhardt 

Strasburg  Poultry  Co.,  Inc. 

Rockingham  Poioltry  Marketing 
Cooperative,  Inc. 

Virginia  Valley  Processors,  Inc. 

Firestone  Co.,  Div.  of 
Southern  States  Coop.,  Inc. 


Stanley 


Heurrisonburg 

1 

1 

Urbanna 

1 

1 

Woodstock 

1 

1 

Stuarts  Draft 

1 

1 

Hinton 

1 

1 

Troutville 

1 
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APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


VIRGINIA -Continued 


12if9 
1356 
1379 


PPIA 


Blue  Ridge  Poultry  &  Egg  Co.,  Inc.  Edinburg 
Pence  Produce  Co.,  Inc.  Edinburg 

Ellis  Poultry  Farms  Stephenson 


13 

333 
373 


VOLUNTARY 

Red  L  Virginia  Foods  Corp.        Timbervllle 
Sub.  of  Red  L  Foods  Coir. 

Morton  Frozen  Foods,  Div.         Crozet 
Continental  Bedcing  Co.,  Inc. 

Dinner-Redy  Corporation  Winchester 


EXEMPT 


it82 

555 
ikUS 

lkl6 


Feamow  Brothers  Cannery 

Ellerson 

2 

Childers  Foods,  Inc. 

Bedford 

2 

The  Smithfield  Ham  &  Products 

Smithfield 

2 

Company,  Inc. 

Alexandria  SeaFood  and  Poultry 
Company,  Inc. 


Alexandria 


53 


APPROVED 
PLAJWT  NO. 


mME  OF  FIRM 


LOCATION 


INSPECTION  GRADING 


WASHINGTON 

326 
3^2 
353 
37*^ 


PPIA 
Washington  Coop.  Farmers  Assn. 
Washington  Coop.  Farmers  Assn. 
Washington  Coop.  Farmers  Assn. 
Rainier  Poiiltry  Company 


Centralia 

1 

Sunny side 

1 

Mount  Vernon 

1 

Seattle 

1 

120 
692 


VOUJNTARY 
Van  Valin  Frozen  Foods  Co.        Snohomish 
Washington  Coop.  Farmers  Assn.     Seattle 


103 


EXEMPl' 

Ruby  Chow's  Frozen  Chinese 
Foods,  Inc. 


Seattle 


WEST  VIRGINIA 


810 


1122 


PPIA 

Rockingham  Poultry  Marketing 
Cooperative,  Inc. 


Moorefield 


Mountain  State  Poultry  Co.,  Inc.   Ronceverte 


21 


EXEME^T 
Pierce  Pre-cooked  Foods,   Inc. 


Moorefield 


9^ 


APPROVED 
PIAUT  NO. 


NAME  OF  FIRM 


LOCATION 


INSFECTiai  GRADING 


WISCONSIN 

6? 

161 

162  , 
190 

25^1- 

301 
302 
332 
529 

701 

903 

908 

957 
1237 
1^407 
1409 
1528 


FPIA 

Blair  Produce  Co. 

C  &  D  Duck  Co. 

Brakebush  Bros. 

Larabrecht  Farms 

Badger  Turkey  Industries,  Inc. 

Hartwig's  Poultry  Farm,  Inc. 

Dairyleuid  Poultry  Inc. 

Schmidt  and  Sons 

Hawkeye  Turkey  Farm 

A  -  G  Cooperative  Creamery 
Broiler  Plant 

Tillman  Produce  Inc. 

Prospect  Poultry  Farm 

S,  Unterschuetz  &  Sons,  Inc. 

Wisconsin  Produce,  Inc. 

Wright  Broiler  Co.  Inc. 

Carlson  Broiler  Farms,  Inc. 

Ellis  and  Sons  Inc. 

Ed  Steck,  Inc. 


Blair 

1 

Franksville 

1 

Westfield 

1 

Brookfield 

1 

Barron 

1 

Johnson  Creek 

1 

Endeavor 

1 

Milwaukee 

1 

Kenosha 

1 

Arcadia 

1 

Wilton 

1 

Fort  Atkinson 

1 

Chetek 

1 

Eleva 

1 

Clintonville 

1 

Chetek 

1 

Marinette 

1 

Whitewater 

1 
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APPROVED 

PIAWT  NO. 

mME  OF  FIRM 

LOCATION 

irBPECTION 

GRADING 

WISCONSIN. 

-Continued 

VOLUIWARY 

162 

Lambrecht  Farms 

Brookfield 

2 

380 

Lambrecht  Foods 

Milwaukee 

2 

1025 

Hsurtwig's  Poultry  Farm,  Inc. 

Milwaukee 

3 

1 

lif^9 

Oscar  Mayer  &  Compsmy 

Madison 

2 

903 
1297 
1388 
linit 

lk&5 


EXEMPT 

Prospect  Poultry  Farm 

Kenosha  Poultry,  Inc. 

Espy  Foods 

Family  Food  Products  Co.  and 
H  86  S  Sausage  Co.  -  a  Sub.  of 
Family  Food  Products  Co. 

Johnnie's  Poultry  Co. 

Hilleuxdale  Farm 


Fort  Atkinson 

2 

Kenosha 

3 

Waterford 

2 

Racine 

2 

Kenosha 

3 

Genoa  City 

3 

WYOMING 


56 


II.   SHELL  EGG  AND  EGG  PROCESSING  PLANTS  RECEIVING  INSPECTION  AND  GRADING  SERVICES 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Attalla 

SEG 

Birmingham 

SEG 

Decatur 

SEG 

Athens 

SEG 

ALABAMA 
127^ 
lOll-l 
87i^ 

787 


Cosby-Hodges  Milling  Co.  of  Gadsden 

Fresh  Eggs,  Inc. 

Snow  Shell  Egg  Service 

Tilmont  Egg  Company 


ARIZONA 


ARKANSAS 
1062 
937 


Adkins -Phelps  Retail  Stores,  Inc. 
Arkansas  Egg  Company 


No  Little  Rock   SEG 
Little  Rock     SEG 


CALIFORNIA 
129 

■T 

1367 
1275 


Gerber  Products  Company 
Henny  Penny  Egg  Ranches 
Olson  Bros.  Egg  Products  Co. 


Oakland        EPI 
Pico  SEG 

La  Habra        EPI 


57 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


CALIFORNIA-Continued 

680        Poultrymen's  Coop.  Assn.  of  Southern  Calif.  Los  Angeles  SEG 

1107        Safeway  Stores,  Inc.  Egg  Departaent  Emeryville  SEG 

1091        Safeway  Stores,  Inc.  Egg  Department  Los  Angeles  SEG 

620        Valley  Egg  Company  Bakersf  ield  SEG 


COLORADO 


605 


J.  A.  Shaxoff  and  Ccanpany 


Denver 


SEG-EPI 


CONNECnCITT 
556 
5U8 


Connecticut  Valley  Egg  Ccanpany 
Eastern  States  Farmer's  Exchange,  Inc. 


Deep  River 
Hamden 


SEG 
SEG 


DELAWARE 


Townsend's,  Inc. 


Millsboro 


SEG 


-  56 


APPROVED 

PLAi^rr  RO, 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Washington 

SEG 

Washington 

SEG 

Washington 

SEG 

V/ashington 

SEG 

Washington 

EPI 

Washington 

SEG 

Washington 

SEG 

Washington 

SEG-EPI 

Washington 

SEG 

Washington 

SEG 

DISTRICT  OF  COLUMBIA 


1038 
610 
806 
619 
562 
567 
1^92 
616 

1195 

570 


Stuart  L.  Baltimore  Co.,  Inc. 

Morris  Bressler  and  Co.,  Inc. 

Capitol  Egg  Products 

District  Grocery  Stores 

Ehrlich  Poioltry  Co.,  Inc» 

Grande  Valley  Products,  Inc. 

Metropolitan  Butter  and  Egg  Co.,  Inc, 

Potomac  Butter  Company 

Safeway  Stores  Inc„,  Egg  Department 

Thompson's  Dairy 


FLORIDA 
1005 

155^^ 
633 
726 

1M^5 


Florida  Egg  &  Poultry  Processors 
Div.  of  Harding  Milling  Co.,  Inc. 

Florida  Frozen  Products,  Inc. 

Palm  Hill  Poultry  Ranch 

South  Florida  Dairy  Products  Coo,  Inc. 

Weber  Poultry  and  Distributors 


Tarapa 


SEG 


Tampa 

SEG 

Tampa 

SEG 

Miami 

SEG 

Jacksonville 

SEG 

59 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


GEORGIA 


867 


Sutherland  Produce  Company 


Forest  Park 


SEG 


IDAHO 


NONE 


ILLINOIS 

80  Davis-Cleaver  Produce  Co. 

893  Gross  Egg  Conipany,  Inc. 

1139  Joliet  Butter  Company 

53U  Kralis  Poultry  Co.  (Egg  Plant) 

1192  Kupferschmid  Brothers 

622  Andy  Lokos  Egg  Grading  Service 

6h9  Meissner  Brothers 

887  A.  F.  Murmann  &  Co. 

859  Newalta  Egg  Company 

966  Rank's  Quality  Farms 

212  Rock  Island  Produce  Co. 

319  Schneider  Brothers,  Inc. 

1158  Somerman  &  Sons 

1103  Sunset  Farms 


Quincy 

EPI 

Chicago 

EPI 

Joliet 

SEG 

Olney 

EPI 

Rankin 

SEG 

Forrest 

SEG 

Breese 

SEG 

Rockford 

EPI 

Altamont 

SEG 

Polo 

SEG 

Rock  Island 

SEG-EPI 

Chicago 

EPI 

Chicago 

EPI 

Piper  City 

SEG 

6o  - 


APPROVED 
PLANT  KO, 


imiE  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Odon 

SEG-EPI 

Van  BiJren 

SEG 

Lebanon 

SEG 

Indianapolis 

SEG 

Wabash 

SEG 

Farmland 

SEG 

Muncie 

SEG 

Sheridan 

SEG 

Mooresville 

SEG 

Greensburg 

EPI 

Jamestown 

SEG 

Terre  Haute 

EPI 

Holton 

SEG 

IKDIAKA 

63  Dearmin  and  Conrpany,   Inc. 

636  Doyle  Brothers 

296  Heffner  Poviltry  Company 

691  Indiana  Farm  Bureau  Coop.  Assn.,  Inc. 

69^  The  Kroger  Company 

1396  Miranda  and  Sons 

835  M\ancie  Egg  and  Poultry  Co. 

688  Russell  Pickett  &  Sons 

1099  Smitherman  Hatcheries,  Inc, 

1022  Vines  Poultry  Processing  Plant 

695  W,  W.  Poultry  Farm 

166  The  Wadley  Company 

97^  Wright  -  Rehage  Company 


IOWA 


861 

Algona  Produce 

Algona 

SEG 

1363 

Allen  Egg  Company 

Indianola 

SEG 

655 

Armour  Creameries 

Sheldon 

SEG 

h5 

Blue  Diamond  Egg  Company 

Council  Bluffs 

EPI 

1276 

Boone  Valley  Cooperative  Egg  Division 

Eagle  Grove 

SEG 

-  61 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Matlock 

SEG 

Ca,T  mar 

SEG-  EPI 

Esthejrville 

SEG 

Carroll 

SEG 

Osage 

SEG 

Malvern 

EPI 

Des  Moines 

SEG-EPI 

Estherville 

SEG-EPI 

Boone 

SEG 

Lavirens 

SEG-EPI 

Cherokee 

SEG-EPI 

Hartley 

SEG 

Alexander 

SEG 

Independence 

EPI 

Iowa  Falls 

EPI 

Guttenberg 

EPI 

Tripoli 

SEG 

Clarion 

EPI 

Oskaloosa 

SEG-EPI 

Perry 

EPI 

lOWA-Continued 


1+95 
530 
k96 

1222 
253 
317 
882 
14-07 
8lt8 
kok 
993 
917 
722 
96 
793 
3^+3 
999 

lioij- 

339 
719 


Brinkman  Produce  Company 

Bucheit  Produce 

Butterf ield  Produce 

Carroll  Egg  Company,  Inc. 

Cedar  Valley  Produce  COo 

Continent  Egg  Corporation 

Des  Moines  Foods,  Inc. 

P,  G.  Gray 

The  Haddy  CoBipany,   Inc. 

Mo   &  J.  R.  Hakes 

The  Hartley  Creamery 

The  Hartley  Creamery 

Hensel  Brothers  Produce 

Independence  Produce  Company 

lova  Falls  Poultry  and  Egg  Co. 

Iowa  Food  Corporation 

Kramer-Crittenden  Produce 

New  Clarion  Produce 

Oskaloosa  Produce  Company 

Priebe  &  Sons,  Inc.  and/or 
Perry  Milk  Products  Company 


-  62  - 


APPROVED 
PLAKT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Sac  City 

SEG 

Sibley 

SEG-EPI 

Glidden 

SEG 

Guthrie  Center 

SEG-EPI 

Russell 

SEG 

Sioux  City 

SEG-EPI 

Des  Moines 

EPI 

Sioux  City 

EPI 

Sioux  City 

EPI 

Vinton 

EPi 

Eagle  Grove 

EPI 

lOWA-Continued 


263 

109U 
503 
61t8 
h91 
376 

285 
338 

30I+ 


Priebe  &  Sons,  Inc. 

Priebe  &  Sons,  Inc. 

Quality  Egg  Marketing  Coop, 

Randolph  Foods,  Inc. 

Russell  Produce  Company 

Sioux  Foods,  Inc. 

Swift  and  Company  Dairy  &  Poultry 
Operating  Dept, 

Swift  and  Company 

Tri  State  Produce  Company 

Vinton  Produce  Company  and/or 
Seymour  Foods  Inc. 

Wilson  and  Ccrapany,  Inc. 


KANSAS 


k6l 


863 
514-2 
318 

982 
779 


Arkay  Egg  Products  Co.  and/or 
Hurst  Egg  Products,  Inc. 

Ark  Valley  Cooperative  Dairy  Assn, 

Bestyet  Egg  Company  Inc. 

Hurst  Foods,  Inc. 

Mid-Central  Egg  Products,  Inc. 

Seymour  Foods,  Inc. 


Bonner  Springs    EPI 


Hutchinson 

SEG-EPI 

Smith  Center 

SEG-EPI 

Newton 

EPI 

Hiawatha 

EPI 

Concordia 

EPI 

63 


APPROVED 

PLAKT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Ottawa 

EPI 

Topeka 

SEG 

Topeka 

EPI 

Hillsboro 

SEG 

KANSAS-Continued 


1008 
150 

1071 

1^66 


Seymour  Foods,  Incc 

Seymoiar  Foods,  Inc. 
200  N,  Kansas  Avenue 

Seymoior  Foods,  Inc. 
101  N,  Kansas  Avenue 

Tip  Top  Dairies  Company 


KENTUCKY 


NONE 


LOUISIANA 


11^63 


Lone  Star  Feed  &  Egg  Depot 


Shreveport 


SEG 


MAINE 


NONE 


MARYLAND 
lh37 

899 
1218 

938 


Bradley's  Delmarvalous  Eggs 
Carpenter  Bros,  and  Sons 
Jolee  Inc.  Subsidiary  of  Giant  Food  Inc. 
Rebert's  Poultry  Farm 


Easton 

SEG 

Frostburg 

SEG 

T^ndover 

SEG 

Westminster 

SEG 

6k 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


MASSACHUSETTS 
ikSl 

1263 
590 
389  ' 
951 


Doran  Farm,  Inc. 

Eastern  States  Farmers'  Exchange,  Inc. 

Falcione  Bros.,  Inc. 

Littleton  Egg  Receiving  Station  Inc. 

Radio  Bros. 

United  Co-operative  Farmers,  InCo 


Katick 

Avon 

Dorchester 

Littleton 

Boston 

Fitchh\arg 


SEG 
SEG 
SEG 
SEG 
SEG 
SEG 


MICHIGAN 

lli;9  Caledonia  Farmers  Elevator  Co. 

1003  Egg  Marketing  Div.,  Farm  Bureau  Services 

10  Gerher  Products  Company 

1155  Kroger  Egg  Exchange 

1152  Millers  Egg  Station 

1157  Rosebush  Grading  Station 

115^1-  Thayer  Poultry  Products 


Caledonia 

SEG 

Jenison 

SEG 

Fremont 

EPI 

Hudson 

SEG 

Fremont 

SEG 

Rosehush 

SEG 

Deckerville 

SEG 

65 


APPROVED 

PLANT  NO, 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Pipestone 

SEG 

Waterville 

SEG 

Benson 

SEG 

Butterfield 

EPI 

Albert  Lea 

SEG-EPI 

Payne sville 

SEG 

Grand  Meadow 

SEG 

Pipestone 

SEG-EPI 

Elmore 

SEG 

Wabasha 

SEG 

Sto  Charles 

SEG-EPI 

Austin 

EPI 

St.  Peter 

SEG 

Albert  Lea 

SEG 

T-fllcefield 

SEG 

New  Richland 

SEG 

Thief  River  Falls 

SEG 

Fairmont 

SEG 

Wells 

SEG 

Worthington 

SEG 

Marshall 

EPI 

Renville 

SEG 

MINNESOTA 

613  Armovir  Creameries 

k^6  Backraan  Produce  Company 

581  Benson  Produce  Company 

215  Butterfield  Produce  Company 

709  DeSoto  Creamery  &  Produce  Company 

1187  Farmers  Market 

l)-78  Farmers  Produce  Company 

528  Fecker  Company 

808  Foures  Inc. 

699  Fovires,  Inc. 

1002  Home  Produce  Company,  Inc. 

223  Geo.  A.  Hormel  &  Company 

256  June  Dairy  Products  Co.,  Inc. 

780  The  Kroger  Company 

35^  Land  O'Lakes  Creameries,  Inc. 

i^55  Land  O'Lakes  Creameries,  Inc. 

k23  Land  O'Lakes  Creameries,  Inc. 

7^1  Mallon  Poultry  and  Egg  Company 

93  Mallon  Poultry  and  Egg  Company,  Inc. 

1055  Mallon  Poultry  and  Egg  Company 

351  Marshall  Produce  Company 

582  Marshall  Produce  Company 


(£ 


APPROVED 
PLANT  NO. 

NAME  OF  FIRM 

LOCATION 

TYPE  OF 
SERVICE 

MINNESOTA-C ont inued 

itB3 

Meadowlands  Produce  Inc. 

Red  Wing 

SEG 

5itU 

Melrose  Produce  Company 

Melrose 

EPI 

U52 

Mendelson  &  Hailing,  Inc. 

Le  Roy 

SEG 

m^  , 

Minnesota  Egg  Corporation 

Jackson 

SEG-EPI 

1196 

Nathan's  Produce  Co.  and/or 
Silver  Lake  Produce  Company 

Silver  Lake 

SEG 

2U9 

H«  M.  Noack  and  Sons 

Arlington 

SEG 

81fO 

Old  Mill  Produce  Company 

Montevideo 

SEG 

1^26 

Peter son-Biddick  Conipany 

Wadena 

SEG-EPI 

I51U 

A.  J.  Pietrus  &  Sons  Company 

New  Ulm 

SEG 

142 

A.  J.  Pietrus  &  Sons  Company 

Sleepy  Eye 

SEG-EPI 

1^55 

Rosenberg  &  Son  Produce  Company 

Gaylord 

SEG 

n?9 

Safews.y  Egg  D©K>artaeat  Pisat 

Adrian 

SEG 

322 

St.  Cloud  Poultry  and  Egg  Company 

St.  Cloud 

SEG 

1016 

Siraraonds  Produce  Company 

Kerkhoven 

SEG 

in8 

Swanson  Poultry  &  Egg  Company 
of  Alexandria,  Minnesota 

Alexandria 

SEG 

576 

Swift  and  Company 

Detroit  Lakes 

SEG 

279 

Swift  and  Company 

Marshall 

EPI 

577   - 

Swift  and  Company 

Sauk  Centre 

SEG 

572 

Swift  and  Conpany 

Waseca 

SEG 

1010 

A.  B.  Tracy  Company 

Minneota 

SEG 

-  67 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Granite  Fa,ns 

SEG 

Westbrook 

SEG 

Faribaxilt 

EPI 

Buffalo 

SEG-EPI 

MINNESOTA-C  ont  iniied 


IOU5 
676 
130 
298 


Valley  Produce 

Westbrook  Egg  Conipany 

Wilson  and  Company,  Inc. 

Wright  County  Poultry  &  Egg  Company 


MISSISSIPPI 

587  Sa\mders  B.  Carson  and  Sons 

1050  Garth's  Poultry  &  Egg  Service,  Inc. 
I5U2  General  Mills,  Inc. 

IU6I  Mississippi  Federated  Cooperatives  (AAL) 

II4-59  Mississippi  Federated  Cooperatives  (AAL) 

lk60  Mississippi  Federated  Cooperatives  (AAL) 

1051  Southern  Farms,  Inc. 


Columbus 

SEG 

Pelahatchie 

SEG 

Jackson 

SEG 

Canton 

SEG 

Hattiesburg 

SEG 

New  Albany 

SEG 

Itta  Bena 

SEG 

MISSOURI 

507 

1081 

661 

82 

911 


Central  Egg  Conipany 

Continent  Frozen  Foods  Corporation 

C-S  Marketing  Cranpany 

Chester  B.  Franz,  Inc. 

Walter  B.  Franz  &  Conipany 


St,  Louis 

SEG 

Marionville 

EPI 

St.  Louis 

SEG 

St.  Louis 

SEG 

St.  Louis 

SEG 
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APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Monroe  City 

EPI 

St.  Louis 

SEG-EPI 

St.  Louis 

SEG 

Sto  Louis 

SEG 

Sedalia 

EPI 

Shelbina 

SEG-EPI 

Kansas  City 

EPI 

University  City 

SEG-EPI 

Kansas  City 

EPI 

Washington 

SEG 

Springfield 

SEG-EPI 

Itoionville 

EPI 

Milan 

EPI 

Moberly 

EPI 

S,  St.  Joseph 

EPI 

Kansas  City 

EPI 

Kansas  City 

EPI 

St,  Louis 

SEG 

MISSOURI -Continued 


37 
501 

799 
782 
702 
259 
31^5 
502 
l<-22 

1322 
Hk 
320 
106 
370 

1536 
598 

379 

955 


Henderson  Produce  Conrpany 

Wn,  S.  Horvath 

Ward  Keller  Ccmpany 

LaMear  Poultry  and  Egg  Company,  Inc. 

M.  Fo  Ao  Poultry  and  Egg  Division 

M.  F.  A.  Poultry  and  Egg  Division 

Monark  Egg  Corporation 

Montgomery  Egg  Company 

Kickerson  Egg  Company 

Pearl  Nuggets,  Inc. 

Producers  Produce  Company 

Ross  Produce  Company 

F.  M.  Stamper  Company 

F.  Mo  Stamper  Company 

Standard  Brands  Inc.  Frozen  Products  Divn. 

Tranin  Egg  Products  Company 
211  Oak  Street 

Tranin  Egg  Products  Company 
217  Oak  Street 

Vogel  Egg  &  Poultry  Company 


MONTANA 


NONE 
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APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Fremont 

SEG-EPI 

Falls  City 

EPI 

Lincoln 

SEG 

Norfolk 

EPI 

David  City 

SEG-EPI 

Wahoo 

EPI 

Seward 

EPI 

Beatrice 

EPI 

Wakefield 

EPI 

NEBRASKA 

k^Q  Babendvire  and  Sons 

231       Falls  City  Creamery  Company 

1017        "Farmer's  Own"  Eggs  and/or  "Farmers-Own" 
Egg  Marketing  Assn. 

Sik  Henningsen,  Inc. 

398        Nebraska  Egg  and  Poultry  Company 
and/or  Nebraska  Egg,  Inc. 

102        Poultry  Packers,  Inc. 

629       Seward  Egg  Conipany,  Inc. 

270       Swift  &  Company 

li-20        Milton  G«  Waldbaura  Company  and/or 
Wakefield  Dried  Foods  Inc. 


NEVADA 


NONE 


NEW  HAMPSHIRE 


968 

739 
111^6 


Eastern  States  Farmers'  Exchange,  Inc, 
Derry  Marketing  Branch 

H.  Po  Hood  and  Sons 

Poultrymen's  Marketing  Service  Inc. 


Derry 

Walpole 
Manchester 


SEG 

SEG 
SEG 
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APPROVED 

PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


NEW  JERSEY 

1033 
iit90 

1221 
985 


Colonial  PoiJ-try  Farm 

Gold  Bell  Farms 

Henick  &  Company 

Jvuie  Dairy  Products  Company,  Inc. 

Triple  R  Poultry  Farm 


Freehold  SEG 
Toms  River  SEG 
Jersey  City  EPI 
Jersey  City  SEG 
Monmouth  Junction  SEG 


NEW  MEXICO 


829 


Southwest  Egg  Company 


Albuquerque 


SEG-EPI 


NEW  YORK 

527 

531 
1098 

612 

3^ 

720 

786 

lOOU 

755 

535 


Carl  Abler 8,  Inc. 

Glen  Alden  Farms,  Inc. 

A,  Baum  fie  Son,  Inc.  Food  Purveyors  Inc. 

Fine's  Nearby  Egg  Corporation 

Gerber  Products  Company 

Heifer  King  Inc. 

Inter  County  Farmers  Coop.  Assn.,  Inc. 

Kingsdale  Foods  -  Dexter  Bishop  Co.,  Inc. 

Leli  Dairy  Products,  Inc.  and/or 
W.  W,  Elzea  Inc. 

Universal  Butter  and  Egg  Corporation 


New  York 

SEG-EPI 

New  York 

SEG 

New  York 

SEG 

Glen  Wild 

SEG 

Rochester 

EPI 

New  York  City 

SEG 

Woodridge 

SEG 

Bronx 

SEG 

New  York 

SEG 

New  York 

SEG 
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APPROVED 
PLAIW  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


NEW  YORK-Contlnxied 


537 


Vineland  Butter  &  Egg  Corporation 
Walker  Butter  and  Egg  Cooipany,  Inc. 


Nev  York 
New  York 


SEG 
SEG 


NORTH  CAROLINA 


1102 

1201 

81^3 


All  Star  Mills,  Inc. 

Central  Carolina  Fanner b  Exchange,  Inc. 

Marshville  Tvirkey  Company 


Alberrtiflrle 

SEG 

Durham 

SEG-EPI 

Marshville 

EPI 

NORTH  DAKOTA 

761^ 

Armour  Creameries 

26k 

Armour  Creameries 

81^9 

Bismarck  Super  Valu 

708 

Dahl's  Super  Valu 

llj-96 

Morrow's  Hatchery  and  Produce 

926 

Nokota  Hatchery 

1085 

North  Port  Super  Valu 

h31 

Peterson-Biddick  Courpany 

Bismarck 

EPI 

Fargo 

EPI 

Bismarck 

SEG 

Fargo 

SEG 

Valley  City 

SEG 

Devils  Lake 

SEG 

Fargo 

SEG 

Jamestown 

SEG 

72  ' 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Zanesville 

EPI 

Cincinnati 

SEG 

Toledo 

SEG 

Cleveland 

SEG 

Cincinnati 

SEG 

Da;yton 

SEG 

Cleveland 

SEG 

Columbus 

SEG 

Delphos 

SEG 

Lima 

SEG 

Columbus 

SEG 

Coldwater 

SEG 

Cincinnati 

SEG 

De shier 

SEG 

Cincinnati 

SEG 

Liberty  Center 

SEG 

West  Unity 

SEG 

Minster 

SEG 

Toledo 

SEG 

New  Washington 

SEG 

Columbiana 

SEG 

OHIO 

783 
1160 

789 
1161 
116k 

1517 
1168 
1167 
1^93 
1026 
883 
1169 
1170 
1012 
1171 
1165 
1197 
1172 
1159 
1173 
ll7i»- 


Ballas  Egg  Products  Company,  Inc. 

F.  H.  Blome  &  Company 

Cortland  Produce  Company,  Inc. 

Decatur  Farms 

The  C,  Eberle  Sons  Company 

The  Joe  0.  Frank  Company 

Garrison  Produce  Company 

The  Great  Atlantic  &  Pacific  Tea  Co, 

Gressel  Produce  Company 

C.  Gronas  Egg  Company 

Happy  Chicken  Farms 

Edward  Heramelgam 

The  John  V.  Kisker  Company 

Koppenhofer  Brothers  Company 

Long  Egg  Company 

McCulley  Egg  Company 

Mendelson  Egg  Company 

Frank  Morsey  and  Sons 

The  Napoleon  Creamery  Company,  Inc. 

North  Central  Egg  and  Poultry  Coop. 

North  East  Ohio  Poultry  Assn. 
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APPROVED 
PLAOT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Napoleon 

SEG 

Milford 

SEG 

Pickerington 

SEG 

Versailles 

SEG 

Osgood 

SEG 

Somerset 

SEG 

Columbtis 

SEG 

Cincinnati 

SEG 

Cleveland 

SEG 

Versailles 

SEG 

Millersburg 

SEG 

Wooster 

SEG 

OHEO-Continued 


1176 
1178 

1179 
1011 

929 
1021 

92U 
lia 
1183 
1185 

626 
1186 


Nortbvestem  Ohio  Po^altIy  Association 

Ohio  Valley  Egg  Cooperative 

Pickerington  Creamery  Cccipany 

Poultry  Producers  Assn. 

L.  H.  Schmidt 

Southeast  Ohio  Egg  Producers 

Southvorth's  Poultry  Co.,  Inc. 

Todd  Egg  Corapany 

Vermillion  Foods  Company 

Weaver  Brothers,  Inc. 

Wooster  Cooperative  Poultry  Assn. 

Wooster  Cooperative  Poultry  Assn. 


OKLAHOMA 


1110 


Harp's  Green  Valley  Farms,  Inc. 


Shavnee 


EPI 


OREGON 


NONE 


-  Ik 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Ephrata 

SEG 

Lititz 

SEG 

Doyle stovn 

SEG 

Hegins 

SEG 

PENNSYLVANIA 

618 
1153 

573  ' 

950 


ArmoTor  and  Ccmipany 

Raymond  W.  Sauder 

Soramer  Maid  Creamery 

Twin  Valley  Farmers  Exchange 


PUERTO  RICO 


NONE 


RHODE  ISLAND 
818        Eastern  States  Farmers'  Exchange,  Inc. 


Providence 


SEG 


SOUTH  CAROLINA 


15^^ 


Troy  Ho  CriTDb  &  Sons,  Inc. 


Spartanbvirg 


SEG 


SOUTH  DAKOTA 

206 
120h 

330 


Armour  Creameries 

Farmers  Dairy  and  Produce  Cooperative 

Fox  DeLuxe  Foods,  Inc. 


Mitchell 

EPI 

Freeman 

SEG 

Watertown 

EPI 

75 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Sisseton 

SEG-EPI 

Mitchell 

SEG-EPI 

Webster 

SEG-EPI 

Ramona  . 

BEG 

Sturgis 

SEG 

Madison 

SEG-EPI 

SOUTH  DAKOTA-Continued 


2U2 

359 
328 
901 
693 
105 


Landsberger  Creamery  and  Produce 
Mitchell  Produce  Company 
The  Powers  Produce  Company 
Ramona  Produce  Company 
Sturgis  Egg  Center 
Wenk  Produce  Company 


TENNESSEE 
896 
9IA 

11^7 

10114- 

1100 


Alloway  Brothers  Ccmpany 
Golden  Egg  Products,  Inc. 
Ifeyer  and  Ellis  Produce 
Mid-South  Produce  Company 
Mississippi  Valley  Egg  Company 


Nashvi.3_le 

SEG 

Nashville 

EPI 

Memphis 

SEG 

Memphis 

SEG 

Memphis 

SEG 

TEXAS 
892 

1076 
153^ 


Abdou  Poultry  &  Egg  Company 
and/or  ABDOU  Produce  Company 

Adams  Gardens  Poultry  Farm 

Associated  Egg  Producers,  Inc. 


El  Paso 

La  Feria 
Harlingen 


SEG 

SEG 
SEG 
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APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


TEXAS-Continued 


6U5 
8U7 

931 

368 

870 

105  U 

1079 
723 
970 
615 
729 
733 

lOi^-0 
651 
1^30 
6dk 

1072 

1199 
913 

1138 
6kk 


B  and  B  Produce  Conrpaxiy 

Babendure  &  Sons  Egg  Company 

Cedar  Farms 

Check-R-Board  Feed  Store 
and/or  Boeck's  Egg  Ranch 

Clary  Poultry  and  Egg 

Comfort  Produce  Conrpany 

Continental  Produce  Conrpany 

Corpus  Christ!  Egg  Company 

Daleo  Produce  Company 

Dixie  White  Egg  Company 

Feather  Crest  Egg  Company 

Foster's  Inc. 

Fosters,  Inc. 

^-H  Poultry  and  Egg  Company 

Furr's  Incoi*porated 

Handy- Andy  Super  Markets 

Lobo  Acres 

Lone  Star  -  Robin  Hood 

Longino  Produce  Company 

McCall  Sanders  Egg  Conrpany 

M-G  Inc. 

"M"  System  Food  Stores,  Inc. 


San  Angelo  SEG 

Houston  SEG 

Cedar  Bayou  SEG 

San  Antonio  SEG 

Lubbock  SEG 

Comfort  SEG 

Gonzales  SEG 
Corpus  Chris ti    SEG 

Beaumont  SEG 

Bracken  SEG 

Dallas  SEG 

Dallas  SEG 

Henderson  SEG 

DsJ-las  SEG 

Lubbock  SEG 

San  Antonio  SEG 

Weatherford  SEG 

Houston  SEG 

Georgetown  SEG 

Weimar  SEG 

Weimar  SEG 

San  Angelo  SEG 


77 


APPROVED 
PLANT  NO. 


NAME  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Fort  Worth 

SEG 

Austin 

SEG 

Owentown 

SEG 

Raymondville 

SEG 

Littlefield 

SEG 

Abilene 

SEG 

Lampasas 

EPI 

Seguin 

SEG 

Lubbock 

SEG 

Flatonia 

SEG 

Dallas 

SEG 

Fort  Worth 

SEG 

Weatherford 

SEG 

Hallettsville 

SEG 

Hico 

SEG 

TEXAS-Continued 


812 
1226 
1070 

608 

953 
381 
278 

1137 
6h3 

920 
1029 
393 
617 
6ko 
698 


Market  Produce  Company 

The  Massengale  Company 

Meadow  Sweet  Farms,  Inc. 

Pickard's  Quality  Egg  Farms 

Plains  Egg  Producers,  Inc. 

Power  Feed  Store  Egg  Dept. 

Producers  Produce  Conrpany 
Sub.  Ft,  Worth  P  &  E  Co.,  Inc. 

Reneau  Bros.  Produce  and  Feed 

Robnett's  Egg  Farms  and/or 
Caprock  Egg  Farm 

Smith  Poultry  Farm 

Sxmny  Yolk  Fanns 

Teich  Poultry  and  Egg  Company 

Wo  G.  Vincent  &  Sons 

J.  Weingarten,  Inc  Poultry  Plant 

Woodard  Produce  Company  and/or 
Woodard  Saveway  Produce  Company 


UTAH 


NONE 


APPROVED 
PLANT  NO. 


78 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


VERMONT 


NONE 


VIRGINIA 

891  E.  C.  Alexander  and  Conipany 

9^7  ArmoTir  and  Company 

1217  Berkley  Food  Corporation  Egg  Depto 

IU7I  Bridgewater  Produce  Corporation 

721  Carey's  Poxiltry  Farm 

1090  Culpeper  Farmers'  Coop.,  Inc. 

1118  Danville  Frozen  Food  Service,  Inco 

738  Dutt  and  Wagner 

977  Fair-Acre  Certified  Egg  Marketing  Service 

632  The  Great  Atlantic  and  Pacific  Tea  Co, 

752  Hammond  Produce  Company 

HkS  High  Point  Farms 

IU06  John  L.  Hopkins,  III 

659  G,  V.  Hvuater,  Inc.  *- 

66h  Northern  Neck  Farms 

976  Producers  Cooperative  Exchange,  Inc. 

li<-05  Risser  -  Martin,  Inc. 

9114-  J.  S.  Ritchie  and  Sons,  Inc. 

7I19  Rockingham  Cooperative  Farm  Bureau,  Inc. 

658  Shaffer  Egg  Corapany 


Richmond 

SEG 

Lynchburg 

SEG 

Norfolk 

SEG 

Bridgewater 

EPI 

Norfolk 

SEG 

Culpeper 

SEG 

Danville 

SEG 

Abingdon 

SEG 

Farmville 

SEG 

Richmond 

SEG 

Glade  Springs 

SEG 

Troy 

SEG 

McGaheysville 

SEG 

Madison  Heights 

SEG 

Village 

Sjiu 

Riohmond 

SEG 

Harrisonbvirg 

SEG 

Petersburg 

SEG 

Harrisonburg 

SEG 

Woodstock 

SEG 

-  T9  - 


APPROVED 
PLAKT  NO. 


NAME  OF  FIRM 


LOCATION 


TYPE  OF 
SERVICE 


VIRGIKIA-Contlnued 


1037 
979 
609 


Southeastern  Egg  Marketing  Corporation 
Southern  States  Coop.,  Inc. 
Valley  Poultry  Company,  Inc. 


Korfoll^ 

Richmond 

Norfolk 


SEG 
SEG 
SEG 


WASHINQTON 

690  Broadview  Farms 

586  CommerciaJ.  Creamery  Company 
and/or  Medo-Maid  Foods 

1063  Jackman  Egg  Company 

1007  Northwest  Egg  Sales  of  Spokane,  Inc. 

357  Perry  Brothers 

817  Qiiality  Egg  Service 

37^  Rainier  Poultry  Company 

367  Turner  and  Pease  Company 

692  Washington  Cooperative  Farmers  Assn. 
and/or  Lynden  Farms 

692  Washington  Cooperative  Farmers  Assn. 

811  Washington  Cooperative  Farmers  Assn. 

718  Wbeaton  Farms 


Seattle 

SEG 

Spokane 

SEG-EPI 

Spokane 

SEG 

Spokane 

SEG 

Chehalis 

SEG 

Kirkland 

SEG 

Seattle 

SEG 

Seattle 

SEG 

Seattle 

SEG 

Seattle 

EPI 

Spokane 

SEG 

Kent 

SEG 

80 


APPROVED 
PIANT  NO. 


NAME  OF  FIRM 


LOGATIOJI 


TYPE  OF 
SERVICE 


WEST  VIRGINIA 


1380 


White  Oa3c  Farms 


Baker 


SEG 


WISCONSIN 


529 


83U 

1193 
161 
832 

1127 
99^ 

112k 

1208 
631 
651 

103U 
704 
765 

1056 

1223 
628 

1136 
712 


A  -  G  Cooperative  Creamery  Broiler 
Plant 

Bauman's  Poultry  Farm 

Boldt  Butter  and  Egg  Company 

Brakebush  Brothers 

Brasch  Produce  Company 

Christensen  Produce 

Durand  Produce  Company 

C.  W.  Haves  &  Company,  Inc. 

Hixton  Egg  Company 

The  Kroger  Company 

Lake  Land  Egg  Cooperative 

Lake  Land  Egg  Cooperative 

Mazo  Egg  and  Produce,  Inc. 

Mazo  Egg  and  Produce,  Inc. 

Mvirphy  Butter  and  Egg  Company 

Pearson's  Products,  Inc. 

Reedsburg  Produce  Company 

Riverside  Farm 

Sheboygan  Produce  Company 


Arcadia 

SEG 

Edgar 

SEG 

Hales  Comers 

SEG 

Westfield 

SEG-EPI 

Fremont 

SEG 

Darlington 

SEG 

Durand 

SEG 

Baraboo 

SEG 

Hixton 

SEG 

Portage 

SEG 

Sparta 

SEG 

Valders 

SEG 

Mazamonie 

SEG-EPI 

Middleton 

SEG-EPI 

Blair 

SEG 

Ellsworth 

SEG 

Reedsburg 

SEG 

Ft,  Atkinson 

SEG 

Sheboygan 

SEG-EPI 

8l 


APPROVED 
PLANT  NO. 


NAME]  OF  FIRM 


TYPE  OF 

LOCATION 

SERVICE 

Madison 

SEG 

Manawa 

SEG 

Wilton 

EPI 

Sauk  City 

SEG 

Oconto 

EPI 

WISCOKSIN-Continued 


1001 

701 

1035 
381^ 


Southern  Wisconsin  Produce  Company 
A.  Sturm  &  Sons 
Tillman  Produce  Inco 
A.  F»  Wetzel  Produce 
Wisconsin  Dried  Egg  Company 


WYOMING 


NONE 


^  82  = 


III.  ORGANIZATION  DIRECTORY  OF  THE  POULTRY  DIVISION,  AMS 

WASHINGTON  STAFF 

Office  of  the  Director 

Hermon  I.  Miller,  Director  DUdley  8  -  Ext,  5715 

Frank  E,  Blood,  Deputy  Director  -  Ext,  21+58 

Bernard  M,  Meeks,  Assistant  to  the  Director  -  Ext.  k'SJl 

Benjamin  C.  Pier,  Assistant  to  the  Director  -  Ext.  5873 

Richard  C,  Larkin,  Head,  Program  Analysis  Group  -  Ext.  ^510 

Standardization  and  Marketing  Practices  Branch 

William  E.  Hauver,  Chief  DUdley  8  -  Ext.  1+733 

Lester  Kilpatrick,  Assistant  Chief  -  Ext.  U197 

Grading  Branch 

Henry  G.  F„  Hamann,  Chief  DUdley  8  -  Ext,  14-226 

Bernard  W.  Kempers,  Assistant  Chief  -  Ext.  U988 

Conrad  N.  Swindell,  Administrative  Assistant  -  Ext,  6214-0 

Ward  Wagner,  National  Supervisor,  Poioltry  -  Ext.  I4-66U 

Robeirfc  A.  Dorsett,  National  Supervisor,  Shell  Eggs  -  Ext,  U6614- 
George  J.  Banwart,  National  Svtpeirvisor,  Egg  Products 

Chicago,  Illinois  Harrison  7-69IO  -  Ext.  316 

Inspection  Branch 

Roy  E.  Willie,  Chief                 .  DUdley  8  -  Ext.  14-138 

R.  D.  Wenger,  Assistant  Chief  -  Ext,  2597 

Deniel  DeCacip,  Assistant  Chief  -  Ext,  5^97 

Bessie  P.  Daniels,  Administrative  Assistant  -  Ext,  21+57 

L.  V.  Rogers,  Head,  Food  Products  Section  -  Ext.  61+25 

E,  H.  Hageman,  Head,  Facilities  Section  -  Ext.  1+855 

G,  S.  McKee,  Head,  Pathology  Section  -  Ext,  2860 

R.  J.  Lee,  Head,  Regulatory  Section  -  Ext,  30I46 


Inspection  Branch  Field  Staff 


Pennsylvania  (Area  l), 
Philadelphia  6 


1007  U,  S.  Customs  House 
Second  &  Chestnut  Streets 


J.  R.  Harney,  Area  S\ipervisor 
Lester  Reddin,  Jro,  Asst,  Area  Siipervisor 
C,  E.  Svink,  Technical  Sijpervisor 
Wayne  a,  Homaday,  Technical  Svrpervisor 
Walter  Andress,  Technical  Supervisor 
Walter  L.  Graves,  Technical  Supervisor 
George  B»  Meyer,  Technical  Supervisor 
Hu^  J.  Swarts,  Jr.,  Regulatory  Inspector 


MArket  7-6000  -  Ext.  1^80 

-  Ext.  k&O 

-  Ext.  k&O 

-  Ext.  kdO 

-  Ext.  k&O 

-  Ext.  kQO 

-  Ext.  k&O 

-  Ext.  k&O 


States  Supervised  by  Philadelphia  Area  Inspection  Office; 

Connecticut      Maryland  New  Jersey  Rhode  Island 

Delaware        Msissachusetts      New  York  Vermont 

Maine  New  Han^shire      Pennsylvania  Virginia 

West  Virginia 


Illinois  (Area  2), 
Chiceigo  7 


lOlll-  U.  S.  Customs  House 
6lO  S.  Canal  Street 


R.  E.  Dodge,  Area  Supervisor 
Arthiar  F.  Dolby,  Asst.  Area  Supervisor 
Merlin  A.  Nelson,  Technical  Supervisor 
Warren  T).  Murdock,  Technical  Supervisor 
W.  F.  Dossey,  Technical  SvrpeirviBor 
Erik  Kjarulf f ,  Technical  Supervisor 
Ralph  H.  Keill,  Regulatoiy  Inspector 


HArrison  7-69IO  - 


Exts. 

265  or  79 

ExtSo 

263  or  175 

Exts. 

263  or  175 

Exts. 

263  or  175 

Exts. 

263  or  175 

Exts. 

263  or  175 

Exts. 

263  or  175 

States  Supervised  by  Chicago  Area  Inspection  Office: 
Indiana    Kentucky    Michigan    Ohio     Wisconsin 
Illinois  -  All  counties  except  Madison,  St.  Clair  and  Monroe 


8k 


Inspection  Branch  Field  Staff  -  Continxoed 


Iowa  (Area  3) 
Pes  Moines  9 


"yOk   Iowa  Building 


R.  B.  Mericle,  Area  Supervisor 
Charles  Haggar,  Asst.  Area  Supervisor 
William  E,  Ryan,  Technical  Sxipervisor 
John  Mo  Hurd,  Technical  Supervisor 
Merwin  E.  Lyall,  Regulatory-  Inspector 


CHerry  3-2171  -  Ext,  253 

-  Ext.  253 

-  Ext,  253 

-  Ext.  253 

-  Ext.  253 


States  Supervised  by  Pes  Moines  Area  Inspection  Office; 

Colorado    Iowa    Minnesota    Nebraska    North  Pakota    South  Pakota 

Kansas  -  all  counties  except  Allen,  Neosha,  Labette,  Bourbon,  Crawford, 
and  Cherokee, 

Missouri  -  all  counties  except  Vernon,  Barton,  Jasper,  Newton,  McPonald, 
Cedar,  Pade,  Lawrence,  Barry,  Polk,  Greene,  Christian,  Stone, 
Taney,  Pallas,  Laclede,  Webster,  Wright,  Pouglas,  Ozark, 
Texas,  Howell,  Shannon,  Oregon,  Carter,  Ripley,  Bulter, 
Stoddard,  Scott,  Mississippi,  New  Madrid,  Pimklin  and  Pemiscot. 

Illinois  -  counties  of  Madison,  St.  Clair  and  Monroe, 


California  (Area  h) 
San  Francisco  5 


Room  210,  l80  New  Montgomery  Street 


Harry  E.  Gaskill,  Area  Supervisor 
Glendale  S.  Price,  Asst,  Area  Sijpervisor 
Charles  S,  Miller,  Technical  Siipervisor 
Nels  Sutherland,  Regvilatory  Inspector 


YUkon  6-3500  -  Ext,  3^66 

-  Ext.  3^6 

-  Ext.  3^6 

-  Ext.  3^6 


States  Supervised  by  San  Francisco  Area  Inspection  Office; 

Wycming 


Arizona 
California 


Idaho 
Montana 


Nevada 
Oregon 


Utah 
Washington 
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Inspection  Branch  Field  Stetff  -  Continued 


Georgia  (Area  5) 
Atlanta  9 


Room  321,  900  Peachtree  Building 
900  Peacbtree  Street,  K.  E, 


J.  K.  Keim,  Area  Supervisor 
George  Hamer,  Asst,  Area  Supervisor 
John  E.  Tvimer,  Technical  Sxipervisor 
Raeford  C,  Deal,  Technical  Sxipervisor 
Ben  A.  Brinkman,  Technical  Svtpervisor 
Earl  B,  Bearden,  Technical  Supervisor 
Glenn  Deal,  Technicsil  S;ipervisor 
Howard  E«  Ingram,  Technical  Siipervisor 
Loy  Edwin  Skinner,  Regulatory  Inspector 


TRlnity  6-3311  -  Ext.  5015 

-  Ext.  5015 

-  Ext.  5015 

-  Ext.  5015 

-  Ext.  5015 

-  Extc  5015 

-  Ext.  5015 

-  Ext.  5015 

-  Ext.  5015 
Night  Line:  TRlnity  6-Oli-09 


States  Supervised  by  Atlanta  Area  Inspection  Office; 

Tennessee 


Alabama 
Florida 


Georgia 
Mississippi 


Norbh  Carolina 
South  Carolina 


Texas  (Area  6) 
Dallas  2 


Room  ^05,  States  General  Life  Insurance  Co.  Bldg. 
708  Jackson  Street   


Kenneth  M,  McEnroe,  Area  Svrpervisor 

Robert  M,  Crockett,  Asst^  Area  Svrpervisor 
Carl  D.  Cason,  Jr.,  Technical  Siipervlsor 
Edward  W,  Thomas,  Technical  Supervisor 
John  C.  Schweda,  Technical  Siipervlsor 
John  Halverson,  Regulatory  Inspector 


Riverside  8-56II  -  Exts,  269I, 
2692  &  2693 


States  Sxipervised  by  Dallas  Area  Inspection  Office; 

Arkans£U3     Louisiana     New  Mexico      Oklahoma      Texas 

Kansas  -  counties  of  Allen,  Keosha,  Labette,  Bourbon,  Crawford, 
and  Cherokee 

Missov>rl  -  cotmties  of  Vernon,  Barton,  Jasper,  Newton,  McDonstLd, 
Cedar,  Dade,  Lawrence,  Barry,  Polk,  Greene,  Christian, 
Stone,  Taney,  Dallas,  Laclede,  Webster,  Wright,  Douglas, 
Ozark,  Texas,  Howell,  Shannon,  Oregon,  Carter,  Ripley, 
Butler,  Stoddard,  Scott,  Mississippi,  New  Madrid,  IKjnklin, 
and  Pemiscot. 
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Grading  Branch  Area  Field  Staff 
Eastern  Area 


James  B.  York,  Area  Supeirvisor 

David  H,  Long,  Asst.  Area 
Supervisor 


1006  U.  S,  Custom  House 
Second  &  Chestnut  Streets 
Philadelphia  6,  Penna. 


MArket  7-6OOO 
Exto  kS2   & 
k83 


,  States  Svrpervised  by  Philadelphia  Area  Grading  Office; 


Connecticut 

Delaware 

District  of  Columbia 

Florida 


Georgia 
Maine 
Maryland 
Massachusetts 
New  Hampshire 


New  Jersey 
New  York 


South  Carolina 
Vermont 


North  Carolina   Virginia 
Pennsylvania    West  Virginia 
Rhode  Island 


Lo  W.  Fletcher,  Area  Supervisor 

G.  Ro  Anderson,  Asst.  Area 
Sirpervisor 


East  Midwest  Area 

1117  Uo  S,  Customs  Hoiise 
610  South  Canal  Street 
Chicago  Jf   Illinois 


HArrison  7-6910 
Exto  338  & 
339 


States  Supervised  by  Chicago  Area  Grading  Office; 


Alabama 

Arkansas 

Illinois 


Indiana 

Kentucky 

Louisiana 


Michigan 

Mississippi 

Missouri 


Ohio 

Tennessee 

Wisconsin 


8?  » 


Grading  Branch  Area  Field  Staff 


West  Midwest  Area 

J,  Santo,  Area  Supervisor      503  Iowa  Building 

Des  Moines  9,   Iowa 

CHerry  3-2171 
Ext.  k-lk   & 
>75 

States  Supervised  by  Des  Moines  Area  Grading  Office: 

Colorado     Minnesota      North  Dakota     Texas 
Iowa        Nebraska       Oklahoma 
Kanseis       New  Mexico     South  Dakota 

Western  Area 


L.  Jo  Dolson,  Area  Supervisor 


Room  203  YUkon  6-3500 

l80  New  Montganery  Street      Ext.  '^^k  & 
San  Francisco  5/  California        3U95 


States  Svtpervised  by  San  Francisco  Area  Grading  Office; 


Arizona 

Montana 

Utah 

California 

Nevada 

Washington 

Idaho 

Oregon 

Wyoming 
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GRADING  BRANCH-STATE  OFFICES 


AIABAMA 
Montgomery  k       State  Dept.  of  Agriculture 
515  Dexter  Avenue 

State  Dept.  of  Agriculture 
515  Dexter  Avenue 


Pyron  Keener 
State  Supervisor 

Hugh  R.  Eggerton 
Fed-State  Supvr. 


Amherst  5-234-1 
Ext.  2155 

Araherst  5-23^1 
Ext.  2155 


ARIZ(aiA 
Phoenix       1623-A  West  Adams  Street 
(For  Lot  Grading) 
(For  Resident  Grading  see 
Los  Angeles,  Ceilif . ) 

ARKANSAS 
Little  Rock  1  2U0O  E.  Capitol  Street 
P.  0.  Box  2821 

CALIFORNIA 


J.  D.  Kaffenberger 
State  Egg  Inspector 


Vernon  Lowder,  Jr. 
Fed-State  Supvr. 


Alpine  3-3^29 


Franklin  2-3h6$ 


Los  A.ag@l2s 
15 

Rocan  kOb,   Western  Pacific 

Building 

1031  South  Broadway 

Jack  E.  Hilton 
Fed-State  Supvr. 

Richmond  9-^^711 
Ext.  395  & 
396 

San  Francisco 

5 

Rocan  202 

180  New  Montgomery  Street 

T.  Tollefson 
Fed-State  Supvr. 

Yukon  6-3500 
Ext.  3^91 

COLORADO 
Denver  2 

32^  New  Custom  House 

H.  J.  Allbright 
Fed-State  Supvr. 

Keystone  U-14.151 
Ext.  8592 

CCSINECTICUT 
Hartford  15 

State  Dept.  of  Agriculture 
275  State  Office  Building 

Carl  Otte 

State  Supervisor 

Jackson  7-63i|-l 
Ext.  khl 

DEIAWARE 

IOO6-B  U.  S.  Custom. House 
Second  &  Chestnut  Streets 
Philadelphia  6,   Penna. 

Don  K.  Taylor 
Acting  Fed-State 
Supervisor 

Market  7-600O 
Ext.  kOh 

DISTRICT  OF 
COLUMBIA 
Washington 
25 

U.  S.  Dept.  of  Agriculture 
Grading  Branch 
Poultry  Division,  AMS 

D.  A.  Niebuhr 
Officer-in-Charge 

Dudley  8-2327 

FLORIDA 
Jacksonville 

505  West  Aaams  Street 

F.  W.  Risher 
State  Supervisor 

Elgin  4-0423 

Miami  i»-2 

Room  5 

1200  Northwest  21  Terrace 

J.  C.  Jamison 
Fed-State  Supvr. 

Franklin  3-5686 
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GEORGIA 
Atlanta  3 


TJ.  8.  Dept.  of  Agricxature 
State  Agriculture  Building 
Room  330 
19  Hunter  Street,  S.  W. 


James  B.  Skinner 
Fed-State  Supvr. 


Jackson  14-3292 
Ext.  260 


I 


IDAHO 
Boise 

206  Statehouse 

Duard  Campbell 
State  Supervisor 

1^5811 

TT.TJNOTS 
Chicago  7 

1115  U.  S.  Customs  House 
610  South  Canal  Street 

Donald  R.  Bassett 
Fed-State  Supvr. 

Harrison  T-691O 
Ext.  319 

Springfield 

State  Dept,  of  Agriculture 
Division  of  Markets 
State  Fairgrounds 

J.  K.  Gifford 
Fed-State  Supvr. 

U-5761 

INDIANA 
Lafayette  9 


ICWA 


Purdue  University- 
Poultry  Department 


Des  Moines  9   Room  502,  Iowa  Building 


KANSAS 
Topeka 


Wichita 


State  Office  Building 
1120  North  Broadway 


J.  B.  Wiltshire 
Fed-State  Supvr. 


E.  E.  Findlow 
Fed-State  Supvr. 


Edward  C.  Ferris 
Fed-State  Supvr. 

Harold  Ray 
Grader 


92-2U80 


Cherry  3-2171 
Ext.  k76 


Central  5-0011 
Ext.  k-l6 

Amherst  2-2077 


KENTUCKY 
(GRADING  SERVICE  IN  KENTUCKY  RENDERED  OUT  OF  NASHVILLE,  TENNESSEE) 


LOUISIANA 
New  Orleeuis 
12 


MAINE 
Augusta 


MARYLAND 
Baltimore  1 


Room  316,  State  Office  Building  Wm.  D.  Blackwell   Express  51IH 


Civic  Center 

325  Loyola  Avenue 


Department  of  Agriculture 
Division  of  Markets 


University  of  Maryland 
Department  of  Markets 
State  Office  Building 
301  W.  Preston  Street 


Fed-State  Supvr. 


M.  C.  Caldwell 
State  Supervisor 


A.  F.  Martin 
State  Supervisor 


Ext.  3^7  & 
348 


Mayfair  3-^511 
Ext.  327 


Vernon  7-9001 
Ext.  8391 
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MASSACHUSETTS 
Boston  10 


MICHIGAN 
Lansing  13 


MINNESOTA 
St.  Paul  k-E 


MISSISSIPPI 
Jackson  6 


l|08  Atlantic  Avenue 


W.  M.  Gate 
Fed-State  Supvr. 


Poultry  Division  R.  W.  Stemwedel 

6th  Floor  Lewis  Cass  Building  Fed-State  Supvr. 


12^6  University  Avenue 
3rd  Floor 


P.  0.  Box  1+357 
Fondren  Station 

P.  0.  Box  1+357 
Fondren  Station 


C.  P.  Schow 
Fed-State  Supvr. 


Leon  Scott 
State  Supervisor 

Dennis  L.  Tucker 
Fed-State  Supvr. 


Capitol  3-7760 


Ivanhoe  5-8ll+l4- 
Ext.  23I+7 


Capital  2-3013 
Ext.  2861 


Fleetwood  3-7121 


Fleetwood  3-7121 


MISSOURI 
Kansas  City  6 


St.  Louis  1 


1113  Federal  Office  Building   E.  I.  Rosenquist 
911  Walnut  Street  Fed-State  Supvr. 


9I+6-C  U.   S.   Court  &  CustOTis        A.  J.  Miller 
Building  Grader 

IIII+  Market  Street 


Baltimore  1-7000 
Ext.  8231  & 
8232 

Maine  I-81OO 
Ext.  516 


MCXTOAMA 
Helena 


NEBRASKA 
Omaha  2 


State  Dept.  of  Agriculture 


1+07  Post  Office  Building 


T.  S.  McMasters 
State  Supeirvisor 


M.  Ezra  Walker 
Fed-State  Supvr. 


Hickory  2-326o 


Jackson  7900 
Ext.  728 


NEVADA 
Reno 


NEW  HAMPSHIRE 
Concord 


Nevada  State  Dept.  of 
Agriculture 


State  Dept.  of  Agricxiltvire 


Lee  Burge 

State  Supervisor 


A.  T.  Hepworth 
State  Supervisor 


FA.  2-6989 


Capitol  5-6611 


NEW  JERSEY 

1006-B  U.  S.  Custom  House 
Second  &  Chestnut  Streets 
Philadelphia  6,   Penna. 

Newark  and    Rocan  611,  139  Centre  Street 
Jersey  City    New  York  13,  New  York 
(Fee  Grading  Service) 


Don  K.  Taylor 
Acting  Fed-State 
Siipervisor 

V.  G.  Vizbara 

Of f i  cer - in -Charge 


Market  7-60OO 
Ext.   1+81+ 


Rector  2-3100 
Ext.  83,  81+, 
&  85 
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NEW  MEXICO 
State  College  N.  M.  College  of  Agriculture 
P.  0.  Box  56 


C.  B.  Whigham      Jackson  6-6611 
State  Supervisor     Ext.  3^2 


NEW  YORK 
New  York  City  Room  61I 

13         139  Centre  Street 


Albany  1 


NORTH  CAROLINA 


Raleigh 


NORTH  DAKOTA 
Valley  City 


State  Sept.  of  Agriculture 

and  Markets 

State  Office  Building 


State  Dept.  of  Agriculture 


U.  S.  Post  Office  Building 
Room  25 


V.  G.  Vizbara      Rector  2-3100 
Officer-in-Charge    Ext.  83,  8i^, 

&  85 

Spencer  G.  Duncan   3-5511 
State  Supervisor     Ext.  3572 


Frederick  J.  Pepoon  Temple  k-^SlX 
Fed-State  Supvr.     Ext.  7376 

Rodney  G.  Voorhees  1695 
Fed-State  Supvr. 


OHIO 
Columbus  15    715  State  Office  Building 


Ray  C.  Wiseman     Capitol  I-I265 
Fed-State  Supvr.      Ext.  837lf 


OKLAHOMA 
Oklahoma  City  122  State  Capitol  Building 
2 


A.  B.  Spencer 
Fed-State  Supvr. 


Jackson  5-1332 


OREGON 
Portland  5    229  U.  S.  Courthouse 


PENNSYLVANIA 
Harrisburg 


Bureau  of  Markets 
Room  131,  South  Office 
Building 

Byreau  of  Markets 
South  Office  Building 


Philadelphia   IOO6-B  U.  S.  Custom  House 
6  Second  &  Chestnut  Streets 


Pittsburgh     503  Victory  Building 


Howard  W.  Zangerle  Capitol  6-3361 
Fed-State  Supvr.     Ext.  507 


Raymond  H.  Greenfield  Cedar  8-5151 
Fed-State  Supvr.       Ext.  2712 


E.  J.  Lawless 
State  Supervisor 

Don  K.  Taylor 
Actin  Fed-State 
Supervisor 

Alan  Sleeper 
Grader 


Cedar  8-51 51 
Sxt.  2712 

Market  7-6000 
Ext.  k&i 


Grant  I-O800 
Ext.  620 


RHODE  ISLAND 
Providence  2   Veterans  Memorial 
83  Park  Street 


Steve  Higgins      Union  1-7900 
State  Supervisor     Ext.  39  &  ^ 
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SOUTH  CAROLINA 
Colvunbia  1 


State  Farmers  Market 
Administration  Building 
P.  0.  Box  950i4. 


W.  A.  Tuten        Alpine  k-jk'Sl 
State  Supervisor 


SOUTH  DAKOTA 
Madison 


Post  Office  Building 
Room  65,  Box  32 


Cecil  L.  Hall 
Fed-State  Supvr. 


CL.  6-14.715 


TENNESSEE 
Nashville  3 


State  Dept.  of  Agriculture 
iK)3  State  Office  Building 


R.  D.  Wortman 
Fed-State  Supvr. 


Chapel  2-8311 
Ext.  2006 


TEXAS 
Dallas  2 


U.  S.  Dept.  of  Agriculture 

Poultry  Division 

Room  6li+,  912  Commerce  St. 


J.  A.  Bybee 
Fed-State  Supvr. 


Riverside  8-5611 
Ext.  2601  & 
2602 


UTAH 
Salt  Lake  City 

1 


State  Board  of  Agriculture 
l402  State  Capitol  Building 


W.  Gerald  Savage    Darls  2-^721 
Fed-State  Supvr.      Ext.  201 


VERMONT 
Montpelier 


Division  of  Markets 
State  House 


H.  V.  Shute 
State  Supervisor 


GA  3-2311 
Ext.  60 


VIRGINIA 
Luray 


Division  of  Markets 
1  Campbell  Street 


Cecil  Rogers 
Fed-State  Supvr. 


Riverside  3-56o8 


WASHINGTON 
Seattle  k 


222  Federal  Office  Building 


Gilbert  J.  Regelin  ^!utual  2-3300 
Fed-State  Supvr.      Ext.  klQ 


WEST  VIRGINLft. 
Charleston  5   Department  of  Agriculture 


C.  C.  Blake 
State  Supervisor 


Dickens  2-2101 


WISCONSIN 
Madison  k 


U.  S.  Dept.  of  Agriculture 

Rooms  217-218 

2003  Winnebago  Street 


F.  W.  Norris 
Fed- State  Supvr. 


Cherry  9-1900 


WYOMING 
Cheyenne 


State  Dept.  of  Agriciilture 
Capitol  Building 


W.  L.  Chapman 
State  Supervisor 


26k01 
Ext.  291 


